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OF 


THE ROYAL INSTITUTE OF BRITISH ARCHITECTS 


Seventy-=-third Session—1907-1908. 


THE OPENING ADDRESS. Delivered by the President, Mr. Tomas E. Contcutr, 
at the First General Meeting, Monday, 4th November 1907. 


Laptes aND GENTLEMEN,— 

N opening this the seventy-third Session of the Institute my first duty and pleasure is to 
thank my brother architects for the confidence they have shown in electing me for the 
second time to the position of President ; and I desire to express my gratitude to the 

Council for the courtesy, forbearance, and loyal support which they continually afforded me 
during my term of office last Session. 

In reviewing the work and the proceedings of the last Session it is with very great 
pleasure that I refer to the striking success of the visit to Edinburgh and the Annual Dinner 
there in July last. It is, however, much to be regretted that there was not so full a 
representative attendance from London and the provinces as one would have wished, and as the 
occasion demanded. This may have been due to several reasons, such as the inclemency of the 
weather during last summer, the distance from London, and consequently the length of time 
that was required for the visit. It was satisfactory to note that a very fair proportion of the 
Council were present during the whole of the proceedings. There were present nine Fellows 
besides many members of the Allied Societies. The programme of proposed visits to buildings 
prepared by the Edinburgh Architectural Association was a highly interesting one. The open- 
ing meeting was a reception given in our honour by the Lord Provost and the Magistrates, 
which was attended by a large and representative gathering of the citizens of Edinburgh, and 
was a very brilliant success and highly appreciated by the visitors. 

We were conducted over many buildings of exceptional interest, of which none, I think, 
appealed to us more than the Holyrood Palace and Chapel. 

The latter building was the object of close study on the part of the visitors. Beyond the 
acknowledged beauty of its architecture especial interest and consideration was given to the 
very important subject of restoration, a question which has given rise to a keen controversy 
among the citizens and architects of Edinburgh. It will be remembered that a large sum of 
money was devised by the late Lord Melville to be used at the discretion of an architect 
nominated by him in a complete restoration of the Chapel. Very many prominent architects 
and other authorities, however, have expressed considerable alarm at any restoration of one of 


the most interesting remnants of medieval work. 
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The consensus of opinion among the visitors appeared to be very strongly in favour of 
non-restoration, the general verdict being that it was only desirable to devise some simple 
means of protecting the upper parts of the walls from the ravages of rain, frost, and snow, and 
that very little need be done in the way of repairing. It was thought that restoration would 
practically mean rebuilding the greater part of the Chapel and adding a new roof and vaulting. 
At present there is no roof, and the greater portion of the north arcade has practically 
disappeared. In fact it was felt that restoration on such a large scale would practically mean 
that a new Chapel would arise, and that much of the work of our forefathers would be 
obliterated, or at least renovated out of all knowledge. As it now stands this building forms a 
monument of medieval work, beautiful in design and workmanship; and properly protected 
it would continue, for ages to come, to afford an example of a phase in our art which can never 
be reproduced. 

By the courtesy of those in charge of the Palace we were enabled to visit the suite of 
private apartments not generally open to the public, and these rooms we found to be of quite 
exceptional interest and beauty. This work is of the latter half of the seventeenth century : 
it acquires additional interest from the fact that something more than tradition exists as to 
the workmen employed in modelling and carrying out the various ceilings. These ceilings are 
of great beauty of design, and the modelling of the plaster-work ranks among the best ever 
produced in this style. The greater part is said to have been modelled in situ. Weare 
shortly to have a Paper on the Royal Palaces of Scotland, by Mr. W. T. Oldrieve, the architect 
who has charge of these palaces on behalf of the Government. The subject is a most interesting 
one, and it may be confidently anticipated that Mr. Oldrieve, with his great knowledge of the 
subject, will treat it with the appreciation it deserves. 

I think we visitors were much impressed by the intelligent and keen interest in 
architecture displayed by those gentlemen present at our meetings who were not members of 
our profession. Their evident desire to encourage the production of what is best in our art 
must be as gratifying as it is fortunate for our Edinburgh brethren. In Edinburgh this 
interest and enthusiasm is not confined to the exhibitions of pictures and the permanent art 
galleries ; it is generously accorded to our art both in public and private enterprises. 

I think this feeling is not as evident in London as it is in the large provincial centres. 
Perhaps the reason is that a closer personal relation between the public and the architect 
exists in provincial centres than is possible in our overgrown London. For instance, I cannot 
but feel that the Corporation and the London County Council as corporate bodies show only 
the slightest knowledge of architecture. I think I may say that not a dozen architects of 
repute and position are known to either of these corporate bodies; whereas in the smaller 
cities, such as Edinburgh, architects and public bodies are better known to each other, and 
perhaps in consequence of this the citizens have more knowledge and greater appreciation of 
our art. 

In the northern capital the rise of the younger men is watched with interest and pride, 
and they are thus encouraged and stimulated in their careers. No less interest is taken in the 
work of those architects who in the past have created the buildings that adorn the city of 
Edinburgh and make it one of the most beautiful in the United Kingdom. Human beings, 
and especially artists, are so constituted that they demand sympathy, encouragement, and 
appreciation. In the smaller communities this is given more freely and more generously than 
is possible, I fear, in our unwieldy London. 


I now ask your permission to refer in a few words to the position of affairs in regard to 
the proposed revision of the Charter and By-laws. In a note in the Journan of 27th July 
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1907 it is stated that “the recommendations of the Council for the revision of the Charter 
and By-laws were duly brought forward and considered at the Special General Meeting con- 
voked by the Council for the purpose, and held on Tuesday, 2nd July. These recommendations 
were the outcome of the Council’s Report on the resolutions respecting the question of regis- 
tration passed at the meeting of 3rd April last year. This Report was presented to the 
General Body, and was adopted at the meeting of 4th March last.” 

At this meeting, in response to a question from a member, I ruled that Associates had no 
more right to vote on matters concerning the Charter than they had to vote on matters con- 
cerning the By-laws. The question as to whether Associates had this right came as a 
surprise to me, as it did, I believe, to most of the Fellows present at the meeting. I had to 
decide this matter on the spur of the moment. It appeared to me that if Associates had the 
right to vote on the revision of the Charter they would be in a position to move and carry a 
resolution giving them by Charter a right to vote on matters concerning the By-laws. This 
appeared to me to be contrary to the whole spirit of both Charter and By-laws, and I ruled 
against the gentlemen who had brought forward the question. The business of the meeting then 
went forward without interruption, excepting that about half a dozen Associates left the room ; 
but this, of course, did not affect the number of voters. There were still many Associates in 
the room, and we had the benefit of their suggestions and criticism in considering the whole 
document before the meeting. 

The recommendations of the Council were carried with some slight alterations. Upon 
the question being put whether these recommendations should be forwarded to His Majesty 
and the Privy Council for approval, a unanimous vote was given in the affirmative by a show 
of hands. <A Special General Meeting to confirm what had taken place was then called for 
15th July. In the meantime a communication from an Associate enclosing Counsel’s opinion 
as to my ruling was received by the Secretary: this opinion was an adverse one. The matter 
was then considered by the Council, assisted by their legal advisers, and they arrived at the 
decision that the whole of the proceedings of the meeting of 2nd July were invalid. I an- 
nounced this decision to the meeting of 15th July, which therefore was immediately closed. 

Had the question of the rights of Associates not been raised, the document relating to the 
revision of the Charter and By-laws would have been at once submitted to the Privy Council 
prior to going to Parliament for a Bill. 

The delay is a matter of great regret to the Council, who had hoped to be in a position 
to assure the Institute that this important reform in their constitution was likely to be legally 
established before next Christmas. Their regret is the keener because the question of the 
election of Fellows, which was to have been on a different basis, may have to be left open for 
an indefinite period. This point, however, will be submitted to the consideration of a General 
Meeting at an early date. 

None can regret the delay caused by my decision of 2nd July more than I do myself, but 
I do not intend to make any apology for my action on that occasion. As I said before, 
I consider that the whole spirit of the Charter and By-laws is against the presumption that 
Associates can have a vote in either case. I firmly believe that with very few exceptions this 
is the opinion of the whole body of members, both Fellows and Associates. 

It is sincerely to be hoped that the consideration of this important matter will be prose- 
cuted with vigour and without unnecessary delay during the coming Session. The question 
has to a large extent engrossed the attention of the Institute for nearly four years, and 
I believe that it has done so to the detriment of other important matters. 

I have no wish to minimise the gravity of the question, but I think there are other 
subjects which should receive our serious attention—subjects which in my opinion may better 
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serve to furiher the object for which the Institute was established, namely, the advancement 
of civil architecture. It must be remembered that the number of capable and experienced 
men who can devote a considerable amount of time to committee work is naturally limited ; 
at the same time one need not anticipate any difficulty in forming strong committees to con- 
sider the many important matters that should engage the attention of the Council in the 
coming Session. 

Among such questions are the architectural development of towns and suburban areas, 
the possibility of legislation respecting building by-laws, and the laws of light and air. The 
latter surely call for careful consideration by architects, not so much in their own interests as 
in that of the building owner. Until architects take definite measures to secure reform in 
this direction, I am afraid that little will be done, and that there will still be vexatious and 
unjust impediments placed in the way of those who are obliged to build. In this connection Mr, 
Simpson’s suggestion that a Building Board should be established * deserves the consideration 
of those who see the necessity for reform, both in Building Acts and in the laws of light 
and air. 

The Institute would do well to take a more prominent and active part in the support of 
such Societies as that for the Preservation of Ancient Monuments, the National Trust for 
Places of Historic Interest or Natural Beauty, the Society for the Abatement of the Smoke 
Nuisance, and other similarly useful institutions. 

In speaking a few words on the subject of the architectural development of towns and 
suburban areas, I must ask your forgiveness if I refer for a moment to my Address of last 
year. It may be remembered that I then made a suggestion that the South of London could 
become an integral part of the City of Westminster by means of the erection of “street 
bridges.” I did not then know, or it had escaped my memory, that in an Address previously 
delivered here a suggestion had been made, not entirely dissimilar to my own, but differing 
from it in that the idea conveyed was not that of complete street bridges, but of the addition 
of covered ways to existing bridges. In his Address of 2nd November 1903 Sir Aston Webb 
said: “The widening of London Bridge is in full progress, and the temporary covered foot- 
ways on either side suggest what picturesque and welcome adjuncts they would be to our 
bridges. These, the most exposed portions of our roadways, cannot be crossed in wet and 
windy weather without great discomfort, which these covered ways would entirely obviate.” 
I have drawn special attention to these words of Sir Aston’s because I wish to apologise for 
my ignorance of them when I addressed you last year. It is a most surprising fact that no 
enterprising person discovered and drew my attention to my omission on that occasion, or 
since. 

It gives me great pleasure to emphasise Sir Aston Webb’s words by repeating them 
to-night. I still adhere to my former belief in the desirability of street and shop bridges, but 
failing the possibility of these I think Sir Aston’s suggestion should receive the closest con- 
sideration. Could not suggestions of this character be brought directly to the notice of our 
civic authorities ? Surely it is advisable that the opinions of experts should be made known 
to these bodies. 

A step towards that end was taken when at the close of last Session a Committee was 
appointed by the Council to deal with the architectural development of towns and suburbs. 
This Committee was appointed in accordance with a recommendation of the Art Committee, 
and in consequence of a statement in Parliament by the President of the Local Government 
Board to the effect that the Government had before them Bills “to carry out what is imme- 
diately pressing ” on this important matter. A full Bill is promised at an early date. 


* JournaL, 14th April, p. 414. 
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The Art Committee were of opinion that this great question should receive the fullest 
consideration, and the Council entirely concurred in their opinion. It would be difficult to 
suggest a question of greater interest to architects, and affecting more intimately the art they 
practise, than this one of the development of towns. The business of the Committee will be 
to make themselves acquainted with the work in this direction that is being done by other 
countries, notably by Germany and by the United States. 

During the last year we had several competitions which were of interest in many ways. 
I need not refer to that for the Hall of the London County Council except to say that it gave 
rise to much discussion and criticism, and to no little animadversion ; but on the whole the 
conditions of this competition received the approval of the Institute. The result, as you are 
aware, is not yet known. 

There are two other competitions, however, which I think call for some remarks from me. 

There always has been and probably always will be a strongly antagonistic feeling towards 
the principle of selecting an architect by means of open competition. Generally speaking, I do 
not consider the arguments against competition to be either very sound or very convincing. 
I think it may be admitted that our art has made considerable progress during the last thirty 
or forty years, and during the last few years especially this progress has been very remarkable. 
The advance may not always have been in the right direction, and certainly much that has 
been done is open to adverse criticism. But results must be judged in a broad and generous 
spirit. The fact that open competition has been the rule is, I maintain, one of the causes why 
the art of architecture has advanced so wonderfully of late years. I therefore consider that, 
in spite of certain obvious drawbacks, open competition is beneficial to our art. I believe that 
our younger men are continuing the advancement of architecture in a manner quite admirable ; 
and it is not too much to say that some of them, even the most distinguished, might have 
been left in obscurity had it not been that they were able to make known their genius by 
means of competition. 

I have dwelt at length on the question of competition because I wish those who compete 
fully to understand that my sympathies are entirely with the competitor. They will therefore, 
I hope, listen with patience and forbearance while I make a few remarks, and those of an 
emphatic nature, in reference to two competitions which have recently taken place. I refer to 
those instituted by the Bethnal Green Local Board and the Acton Local Board, the latter 
being still in the open market. I use the word ‘“ market” advisedly, because in employing 
this term I wish to protest against the tendency to engage in competitions merely as a means 
of increasing business opportunities, and at the expense of what is due to our art and to our 
position as members of an honourable profession. It should be our aim to oppose what is 
harmful in the spirit of commercialism ; we should not send our wares to any market that is 
open to us, regardless of whether the conditions are honourable to our profession or not. On 
the other hand if we enter into competition in a healthy spirit of emulation, and maintaining 
the just tradition and dignity of our profession; if the unsuccessful make generous acknow- 
ledgment of the deserved success of those more fortunate than themselves, then I think com- 
petition may be regarded as beneficial to our art, and also to those competing. 

I have tried to indicate what may be called the ethics of competition, and the conditions 
under which competitions should be conducted. 

It is with great regret that I feel called upon to refer in this connection to the want of 
judgment shown by certain architects in entering the competitions referred to above, that is 
to say, those instituted by the Bethnal Green and Acton Local Boards. I hope I shall have the 
sympathy of members of the profession of all ages and degrees in criticising the lack of per- 
ception of these competing architects. 
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The conditions published by the Bethnal Green Local Board were not at all in accordance 
with the suggestions issued by the Institute for the conducting of competitions. No guarantee 
was given that the successful architect would be employed, and it was stipulated that the 
remuneration should include any possible work in the way of arbitration, ancient lights, or 
any other legal question that might arise, in spite of the fact that these matters are never 
included in the recognised fees sanctioned by the Institute and by universal usage. 

On being invited to nominate an Assessor my attention was drawn to these conditions, 
and I endeavoured to prevail on the Bethnal Green Board so to modify the objectionable 
clauses in their conditions as to meet the views of the Competitions Committee and of the 
Institute. But any possible influence the Council or the President might bring to bear on 
their attitude was very much weakened by the fact that architects were known to be preparing 
designs, and would submit them, notwithstanding the veto against the competition published 
in our JournaL. Eventually, however, and after several interviews, the Board acceded to my 
wishes ; the competition was then placed on a proper footing, and I was enabled to nominate 
an Assessor. 

When my decision to decline to appoint an Assessor was made public I received remon- 
strances from several architects, not always couched in courteous terms; these, however, 
entirely failed to convince me that my first decision was an unwise one, and I venture to 
think that my decision was justified by the sequel. 

As I have before said, I am a believer in the system of competition, but I feel very 
strongly that those members of the Institute who enter the lists should do so in a spirit of 
honourable enterprise, and that they should be actuated by esprit de corps, and should 
loyally support the Competitions Committee called into existence by thenselves and for the 
purpose of protecting their interests. 

I fully appreciate the struggle many of us have to make to gain a practice, and the 
consequent desire to enter into competition, but competitions should be entered into only 
when the conditions are fair and reasonable. Those gentlemen who in a thovghtless manner 
consent to compete, while ignoring the usual conditions under which competitions are insti- 
tuted, are doing an injury to their more conscientious brethren and lowering the tone of the 
profession. 

With regard to the competition for the Acton Municipal Buildings, I must ask you to allow 
me to recall the circumstances so far as they affect the Institute. In the first place a compe- 
tition took place which was adjudicated upon by Mr. Macvicar Anderson, and the successful 
architect, Mr. Hunt, prepared designs and obtained estimates. The lowest estimate, however, 
was in excess of the sum the Local Board had at its disposal, and the design was abandoned ; 
Mr. Hunt was paid his fees for this work, and again instructed to prepare plans for a modified 
scheme. This he did, and a contract between him and the Local Board was then drawn up, the 
official seal of which was to have been affixed at the last meeting of the then Council. Attention, 
however, was drawn to the fact that this meeting had been called on the day after the official 
year had terminated, and therefore the stamping would be illegal. It was then arranged that 
the document should be sealed by the new Board. But the new Board determined to abandon 
Mr. Hunt’s second scheme, and instituted a second competition. Mr. Hunt then applied for 
payment of his fees due on the work he had done. ‘The Acton Local Board then took the 
extraordinary step of repudiating Mr. Hunt’s just demands on the plea that their contract 
with him, approved and drawn up by the Board, was invalid by reason of the official seal not 
having been affixed. 

The matter was first brought before our Competitions Committee and the Board of 
Professional Defence, and ultimately before the Council of the Institute. The Council agreed 
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with the recommendations of its committees that under the circumstances the competition 
should be vetoed, and a notice to that effect was put in the Journat. 

It was felt that if a public body could thus take advantage of a legal quibble there was 
nothing to prevent them recurring to the same tactics in the forthcoming competition, and 
that, in fact, it was inadvisable for any architect to have dealings with a public body who 
were acting in a manner which in a private individual would not be considered as honourable. 
It was also felt that as strong a protest as possible should be made against such extraordinary 
treatment of one of their brethren. 

The Council having vetoed the competition, I of course could not nominate an Assessor 
when invited by the Acton Board to do so. I quite concurred with the action of the Institute. 

I believe that some members of the Institute were not satisfied with my refusal to 
nominate an Assessor, and that, directly or indirectly, they were instrumental in bringing to 
the notice of the Acton Board the name of an architect who was willing to undertake the 
duties of Assessor. The result was that this gentleman was invited and has consented to act. 
I felt it my duty to place before him the facts of the case, but I regret to say that he was 
unable to take the view adopted by the Institute and by myself as President. 

With regard to the necessity of architects demanding a sealed contract when employed 
by corporate bodies, my experience, and on inquiry I find that of others, is that such a 
practice is seldom resorted to. However, I understand that the appointment of the gentleman 
now acting as Assessor to the Acton Local Board is under sealed contract. 


In July last an International Congress of School Hygiene was held in London, and I then 
had the honour of presiding over the Section devoted to School Building and Equipment. On 
this occasion many Papers were read, the greater number of them being in German. No doubt 
all these were of the greatest interest, but very small audiences were present, and I cannot 
help thinking that had the Papers been read in English the attendance would have been 
larger, and the discussions which followed would have been more apparent and more satis- 
factory. Among the work in other sections a Paper on the lighting and ventilating of class- 
rooms, by Sir Aston Webb, calls for especial notice.“ This Paper dealt not only with the 
title-subject, but also with school-planning generally, and should be invaluable to architects 
engaged in school building. 

It will be remembered that the Committee appointed to inquire into and to report on the 
condition of St. Paul’s made an interim report, dealing with the proposal to construct a 
sewer, the site of which would have been in close proximity to the south-west corner of the 
Cathedral. This report had the desired effect of preventing possible disaster. 

The full report to the Dean and Chapter was of a reassuring character, and allayed the 
public feeling of keen anxiety in regard to the stability of the church. I think the expression 
of concern from all quarters serves to show what veneration and love is felt for Wren’s 
masterpiece. 

It is with great pleasure that I announce a Paper on St. Paul’s Cathedral shortly to be 
read before the Institute by Mr. Mervyn Macartney. We may confidently anticipate that this 
Paper will be one of absorbing interest, dealing as it will not only with the architecture but 
also with the rich and varied history and associations of the Cathedral. 

The question of the destruction of the historic building known as Crosby Hall has occupied 
the attention of the public for many months. Its survival is justly considered of great im- 
portance from an antiquarian and historical, as well as from an architectural, point of view. 
Built in the year 1466, it remains almost the last example in the City of London of the 
continuity of English architecture before the advent of the Renaissance. Crosby Hall is one 
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of the few buildings in the City that antedate the Great Fire. It is therefore a most important 
link between our own time and the Middle Ages. I believe the only other genuine medieval 
works remaining in the City are the Tower of London, the Chapel of Ely House, and the 
Temple Church, with its adjoining garden. For architectural and historical reasons the loss 
of any of these buildings would be irreparable. 

The work in Crosby Hall is most excellent and instructive, the associations are of supreme 
interest, and the preservation of this fine building concerns not only architects but the nation 
at large. We cannot afford to denude our capital of every valuable relic surviving from 
former times. Much has been already destroyed that might well have been spared, and it is 
an inevitable consequence of progress that much will still be sacrificed. But though the 
London of to-day must of necessity lose many of the features that endeared it to Charles 
Lamb, to Dr. Johnson, and to others of bygone years, surely we cannot struggle too hard 
against the devastating spirit that would spoil us of one of our most ancient civic buildings. 
We cannot expect or desire to oppose the progress of our day, but it behoves us to preserve 
and cherish those of our ancient treasures that can be saved. Not much of Shakespeare’s 
London is left to us, but the places I have mentioned are all alluded to in his plays, and this 
should be a strong, I had almost said a sacred, reason for maintaining and cherishing such a 
work as Crosby Hall. When we read that the Duke of Gloucester commands the Lady Anne 
of Warwick to “ presently repair to Crosby Place,” or again that he bids Catesby to meet 
himself and Buckingham there, it is pleasant to feel that some portion of this house is still 
in existence ; that its pavement has been trod by those who are immortalised by Shakespeare 
and is still left to us of a more prosaic age. Perhaps you may quite rightly charge me with 
being prosaic in dwelling at length on this subject, but in venturing to do so I am actuated by 
the feeling that so little is left in this City of the works of our forefathers, and so little of that 
work is known by the general public. 

We have still some portions left to us of the Chapel to Ely House in London, but of the 
house all has gone; the garden lives in our memories by the works of Shakespeare. | 

I am venturing on an innovation during the coming Session in respect to the duties which 
are generally considered to be the especial privilege of the President. You all know that 
it is his duty, and I may also add his pleasure, to give an Address to Students some time in 
February, and I had the honour of giving such an Address last Session. 

It occurred to me, however, that in a second Address on the same subject I should more 
or less repeat the advice I gave in February last; and although repetition may sometimes 
have value, there is a possibility that it may, descend to tediousness, and feeling this 
I ventured to approach a gentleman who not only feels the keenest interest in architectural 
education, but who also brings to the subject great experience and erudition. It is with the 
greatest pleasure that I now announce that Professor Lethaby has very readily and generously 
consented to deliver the Address to Students in February next. Iam sure that not only the 
students but also the older members of the Institute will eagerly embrace an opportunity of 
listening to a Paper by such a learned and cultured architect. 

This innovation in the work of the coming Session will not necessarily be followed by 
succeeding Presidents ; they will of course act in accordance with their own judgment. 

In bringing this short Address to a conclusion, I must ask the pardon of my audience if 
they think I have touched on subjects of too controversial a nature. I feel, however, that 
one cannot be too earnest or too candid in dealing with matters affecting equally the welfare 
of the Institute and the advancement of architecture. 


By 
| 
| 
Ae, 
j 
| 
¢ i, 
Jae 
| 
\ 


THE OPENING ADDRESS 


VOTE OF THANKS TO THE PRESIDENT. 


Mr. JOHN SLATER [F.} said he had been 
honoured by the request to propose a vote of thanks 
to the President for his Address, and he did so with 
the very greatest pleasure. All the members of the 
Institute had looked forward to Mr. Collcutt’s 
tenure of the Chair with confidence; that con- 
fidence had been more than realised, and he was sure 
they would all be united in wishing the President 
a very successful second year of office. The Address 
had been devoted largely to matters of domestic 
policy connected with the internal administration 
of the Institute. Allusion had been made to the 
new Charter, which, in consequence of difficulties 
that could not be foreseen and could not be con- 
trolled, was still in the making; but he was glad 
to think that what two years ago appeared to be 
very great and almost insurmountable difficulties 
had been smoothed over. It was certain that in 
arranging for a new Charter they could not satisfy 
everyone ; but he ventured to hope that they would 
all sink their individual proclivities and do their 
best to get a practicable and workable Charter 
under which the Institute might go on with its 
proper work of fostering architectural education 
and furthering the interests of their art. With 
reference to architectural education, the President 
had not alluded to any of the work of the Board 
of Architectural Education which was so ably 
presided over by Sir Aston Webb. He was pleased 
to be able to state that that Board had met with 
much encouragement in its endeavours to codify 
and bring into line the various methods and systems 
of architectural education all over the country. 
The Board did not want any hide-bound uniformity, 
but they certainly thought that there should be a 
measure of congruity in the work of these archi- 
tectural schools. It had been feared at one time 
that there might possibly be some antagonism 
between the Board of Architectural Education and 
the Institute Board, but he was very pleased to say 
that, as was so often the case, when these two bodies 
met and conferred together it turned out that the 
discrepancies were much more apparent than real— 
in fact, they practically resolved themselves into 
certain what might be called “terminological inex- 
actitudes”’ in the titles of the papers. He held very 
strongly that the starting of the Institute Examina- 
tions had given an impulse toarchitectural education 
all over the country which nothing else could have 
done; but he had to confess that he himself, who 
had had a good deal to do with the Examinations 
—and he might say all the Examiners—had no 
great feeling of love or respect for examinations 
per se. The Council looked upon examination 
simply as the method of testing the education of 
the student, and they had lately done a good deal 
in the way of showing that they were willing to 


accept examinations held by other bodies, univer- 
sities, and the like as qualifying and exempting 
from the Intermediate. ‘The Examinations must 
march with the times ; but he had no doubt that 
the Board of Examiners would find little difficulty 
in bringing the papers set at the various examina- 
tions into consonance with the expressed views of 
the Board of Architectural Education. The Pre- 
sident had alluded to the subject of competitions. 
He (the speaker) sometimes wished that the word 
could be deleted from their vocabulary. For the 
last twenty-five years he had taken a more or less 
active part in the concerns of the Institute; he 
remembered that twenty-five years ago acrimonious 
discussions as to competitions were continually 
taking place, and it seemed just as bad now. It 
was felt at one time that when the principle of an 
independent Assessor was acknowledged all diffi- 
culties would disappear, and that a halcyon time 
for competitors would ensue. Unfortunately, that 
desire had not been realised, and while human nature 
remained as it was he was afraid it never would be. 
It was certain that inany competition the man who 
had given the greatest thought to any design—that 
is, the author of it—was sure to feel that the person 
who had investigated the various designs sent in 
had not given quite as much attention to the good 
points of his design as he might have done, and 
that if there had been another Assessor probably 
the result would have been different. Perhaps that 
might be the case, and it was not an unpleasant 
thing sometimes to have a grievance ; but was it 
always dignified to keep on airing it? He would 
strongly urge those gentlemen who took part in 
competitions to accept honourably the award of the 
Assessor, and not to be always endeavouring to 
contravene it. His (Mr. Slater’s) experience and 
knowledge of Assessorships was that an Assessor 
went into his work with a great deal of diffidence ; 
and when no mala fides could be suggested—and 
he was quite sure it was very, very seldom that 
there could be—he thought they ought to accept 
with good grace the award of the Assessor. They 
might possibly have heard the story of the chapel 
in the backwoods of America which had been pre- 
sented with an organ, and the elders had great 
difficulty in finding anyone to play it. On the 
second Sunday when the chapel was opened the 
worshippers found a placard, in big letters, put up 
over the door, “Don’t shoot the organist; he is 
doing his best!’’ He would recommend that 
motto to the people who went in for competitions 
with regard to the Assessor! Apart from matters 
of domestic interest, the President had alluded 
to a matter, which was of far more than domestic 
interest, which concerned the community at large 
and the nation at large—he referred to the question 
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concerning open spaces and the dealing with 
suburban areas. He held very strongly that the 
time had come when the Government should take 
this matter up—and that without delay—or they 
would be leaving to their descendants a legacy of 
troubles and difficulties far greater than they were 
suffering from now. It must be remembered that 
the congested areas and slum districts of to-day 
were the open spaces of fifty or a hundred years 
ago, and it was only necessary to take a walk or 
drive round the outskirts of this great city to see 
what was going on there. One might take beyond 
West Ham and Stratford on the east, down about 
Ilford ; Cricklewood and Willesden on the north, 
Shepherd’s Bush and Uxbridge on the west, and 
Clapham, Putney, and Wimbledon on the south, 
and they would see the same thing going on. 
Land came into the market which was ripe for 
building speculation, and it was taken by building 
speculators who put up row upon row of small 
houses, narrow streets with just the very minimum 
of space behind them which the not too drastic 
Building Acts allowed, and unless we took care 
these were the districts which would be the slum 
areas of the future. He thought that an Act 
ought to be passed empowering or almost com- 
pelling municipalities—because the same thing 
was going on, not only in London, but in Manches- 
ter, Bristol, Glasgow, and everywhere—when they 
saw that the land around their town was ripe for 
development, to purchase a certain quantity of 
that land and say definitely that that area 
should be left for ever open and not built upon. 
The County Council, it was true, had done very 
good work in retaining as open spaces parks as 
found existing, but as a rule these had _ been 
private houses and parks which they had been 
able to select for purchase. They ought to be 
able to go further than that; they ought to be 
able to create, and not only to preserve, open 
spaces around all our large towns. This was a 
rather tempting subject to dilate upon, but he 
feared he had already kept them too long, and he 
would only conclude by moving a very hearty 
vote of thanks to the President for his interesting 
and practical Address. 

Mr. LEONARD STOKES [F’.)} said he should 
like to be allowed to second the vote of thanks. 
He thought he could claim that he had known 
Mr. Collcutt as long as, if not longer than, a great 
many of them present. His acquaintance with 
him began about the time that the Wakefield 
Town Hall Competition was in the air, and he 
might claim that he “assisted ’’ Mr. Colleutt to 
win that competition. His assistance he would 
not exactly define, but it was principally blacking- 
in the plans which Mr. Collcutt had prepared. 
In connection with that competition it might 
interest members to know that Mr. Colleutt had 
made up his mind that he would win it, and he 
not only prepared one design, but also another. 


He thought that perhaps it would be advisable 
not to send the second one in as an alternative, 
so he sent it in under an entirely different motto, 
and he altered the character of the printing and 
the colour of the strainers—in fact everything 
was different. Mr. Collcutt felt then perhaps that 
he had two magnificent chances—and so he had. 
Mr. Street, however, who was the Assessor, declared 
that both the designs were evidently by the same 
man, and he placed one first and told the promoters 
that if they liked to have the other that was first 
also. Mr. Collceutt, therefore, was placed first with 
either or both of his two designs, so that he won 
that competition twice over. That was perhaps an 
interesting fact not known to many members of 
the Institute, and he had ventured to recall it. 
He was not quite sure that he agreed with 
Mr. Colleutt—he hoped he might be excused for 
not doing so—in his theory that competitions were 
advancing the interests of architecture generally. 
He could not help feeling that competitions had a 
tendency to encourage clever paper designs without 
so thoroughly encouraging the study of the building 
itself as it would appear when erected. ‘The com- 
petitor had to think what was likely to win the 
competition rather than what was likely to look 
well after the building was put up. He only 
ventured to suggest that as a possible danger. No 
doubt many capable men, like the President him- 
self, had won competitions and carried out the 
buildings in a most able manner, but he rather 
doubted whether the general tendency was a satis- 
factory one, because no sooner had a man won one 
competition than he was off after another. He 
was not content with what he had got, and he did 
not devote proper time to working out his design 
thoroughly, as he was then Jooking after another win. 
That was as it might be: but he thought that what 
Mr. Colleutt had said, and what Mr. Slater had 
also emphasised, they all ought to bear in mind 
most earnestly, viz., that they were a body of 
architects, and he did not think, whatever they did, 
that they should engage in competitions the con- 
ditions of which were not thoroughly satisfactory 
and in accord with their own rules; and a com- 
petition having been once decided, they ought 
loyally to abide by the result. The human 
element must come into all these things. The 
Assessor did his best, and the competitor did 
his best, and if the Assessor did not quite agree 
with every man who thought he ought to win 
the competition, it was not his fault exactly, and 
the competitor might put it down as his misfortune. 
As Mr. Slater had said about the organist, the 
Assessor had done his best, and therefore he 
should be sympathised with, and his award should 
be loyally accepted. That part of the Address which 
dealt with the development of cities was most 
interesting, and he thought they all thoroughly 
agreed that there should be some great plan upon 
which they could work. If they did not do so 
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their grandchildren’s children would heap male- 
dictions upon them for not having laid down some 
plan. They all wished now that Wren’s plan had 
been carried out; they looked upon it as a magni- 
ficent plan, which if carried out would have made 
London a splendid city ; but in another hundred 
years’ time people would be reviling us for not 
having produced a plan and laid down a scheme 
which could have been followed out without the 
enormous expense to which they would be put in 
pulling down the buildings put up to-day. Per- 
sonally he could not help thinking that they ought 
to have very full and drastic powers to municipalise 
the whole country round London, and let the 
County Council or some other body have the full 
control of the development and laying -out of 
their streets and open spaces. Failing that, 
they ought to have at least a plan which they 
could lay before the public and say, “If you only 
had the power to carry it out, that is the sort of 
thing you ought to carry out; at any rate, there 
is something which is an ideal plan, and would 
enable future generations to have a city they might 
be proud of.’ But at present, with so many vested 
interests, such a scheme seemed almost utopian. 
However, if they could not municipalise the whole 
affair, let them, at any rate, crystallise the plan 
on paper, and produce something they might leave 
behind them. As to the reference to bridges, they 
all knew that Mr. Colleutt had his view on 
that subject, and he had reminded them of Sir 
Aston Webb’s suggestion. If they could not have 
Mr. Collcutt’s suggestion—and he was bound to 
admit that he saw difficulties, because the extra 
weight that had to be carried involved enormous 
piers and girders, and so on, and perhaps the 
engineers would object to the scheme—at any rate 
Sir Aston Webb’s idea of the covered sidewalks, 
as the Americans call them, to the bridges would 
be a tremendous step in the right direction. 
Nothing was more disagreeable than to have to 
cross a bridge ona gusty, windy wet day ; one got 
blown to pieces, and it was impossible to hold up 
an umbrella. He would not detain them any 
longer except to emphasise Mr. Colleutt’s desire 
that the Charter matter should be brought to a 
speedy termination. A number of them had been 
working at it for years; they all had the welfare 
of the Institute at heart, and they wanted to get 
the matter settled in the best possible way. Nobody 
wished to keep the Associates out of their so-called 
rights ; let them have their rights by all means ; 
but the Institute must go on, and if they were 
kept stagnant for the want of a decision, it would 
be to the detriment of the interests of the Institute 
at large. 

Proressor BERESFORD PITE said that 
Mr. Leonard Stokes had almost taken out of his 
mouth the sentiments which, to a certain extent, 
he was about to strugele with when he came down 
to the room that evening, because he felt that the 


enthusiasm the President’s work created amongst 
the generation which was represented by Mr. 
Stokes and himself was something which with ad- 
vantage might be brought to notice in connection 
with Mr. Colleutt’s occupancy of the Chair. He 
should have felt himself in the seventh heaven it 
he had been allowed even to dip a brush into an 
indian-ink pot in the days when those Wakefield 
plans were prepared to assist in their formation. 
He could now recall the time when the daisy- 
patterned house in Fleet Street, now a thing of 
the past, appeared on the scene, and also many 
other charming works which showed extraordinary 
vigour and grip, and that peculiar power to design 
Gothic works as they really were supposed to be. 
He hoped the President would excuse him, but he 
had always been wanting to see one of his draw- 
ings, and he had never really been quite sure that he 
had. He remembered those exceedingly fascinating 
perspective drawings made out by Mr. Knight in 
early days. There was one thing that they were 
all certain of, and that was that the reputation 
which Mr. Colleutt established early in his career, 
now a long time ago, had been fully maintained ; 
and ifit had been rather a long step from that early 
stage to the Presidential Chair, it had been a step 
every foot of which had been in the direction of 
steady and accomplished progress. He thought the 
Institute, especially the younger members, were to 
be most cordially congratulated upon the fact that 
they had at last induced Mr. Colleutt to occupy 
the Chair for which he was so admirably fitted. 
One other thing he might say: the Chair cf the 
Institute demanded something more than mere 
business experience, something more than mere 
tact in dealing with public bodies; it demanded 
a personal character which could sway a great 
profession, and that personal sympathy with the 
professional architect which could assume to direct 
and to guide him. Their President was necessarily 
something more than the representative either of 
London or of provincial architects, or of London 
and provincial architects put together, essen- 
tially a man with sufficient strength of character 
to take the initiative and speak his mind clearly 
and forcibly to his professional brethren, even, 
if necessary, with somewhat fatherly sternness. 
Might he suggest that the President had accom. 
plished that admirably in his Address that evening ? 
He hoped that the advice which had been so em- 
phatically given would beaccepted without question, 
and he was quite certain that it would be for the 
good of the profession if the President’s remarks 
on competitions were taken solemnly to heart by 
those who would most profit by them. With 
regard to the condition of affairs generally in the 
Institute, he was one of those who were longing 
for the day when they should be able to forget 
their politics and resume their art. It seemed to 
him that there was an absence of high ideal in the 
architectural design of the present day. He did 
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not know that he was altogether senile, but he looked 
back to the days when Sir Gilbert Scott, Burges, 
Street, and Penrose and others used to battle in 
that room only over artistic matters; the Institute 
had no politics then to disturb the air, but its 
whole atmosphere was full of high thinking and of 
bright drawing and fine design. Looking round 
now, one found that they were disturbed on the 
right hand and on the left with competition 
awards, with Charters, with Registration, and any 
number of difficulties which those questions were 
bound to bring, but very, very seldom indeed by 
the really vital question of what was the 
condition of the art of architectural design at 
the present day amongst the rising architects 
and as practised by themselves. That question 
was seldom discussed there, but he was sure he 
was not wrong when he said that the burning 
question of the profession, the question that 
underlay all their work, and the question that 
really linked them all together was, when they sat 
down to design a building, how to draw something 
out of that vast eternity which was fuil of beauty, 
which it was their duty to concentrate upon paper 
if they could and afterwards build upon solid earth. 
What were they to do? Had they any ideal at all? 
Had they any notion of beauty? Had they culti- 
vated the habit of working with it, of knowing its 
effects and using it? Probably the best answer to 
such a suggestion as that would be to look at 
modern competitive designs. They hadanabundance 
of them. Jritish architects were waking up to the 
possibility of producing designs for the market, 
but he must frankly confess that very few modern 
competitive designs awoke enthusiasm for their own 
sake. He really felt with regard to the injustice 
of competitions, with regard to the non-profes- 
sional standing of people who were themselves 
architects, with regard to any number of abuses, 
that he could forgive anything if it ended in the 
production of a beautiful design. One really did 
feel that they would have very little to quarrel 
about with their fellow-men if the ultimate result 
were beauty. But was the ultimate result beauty ? 
Was the result of their competition system that 
their architects were eager and enthusiastic in their 
pursuit of the production of beautiful designs? He 
was afraid it was not so. He would now touch 
on a practical point and then be done. The Insti- 
tute for a quarter of a century had had an Exami- 
nation Board. On the top of that Examination 
Board there was now a Board of Architectural 
Education. Now as to both those bodies, as Lord 
Rosebery pointel out on Saturday, if examination 
and education go together, one must have a Board 
for the education of Examiners. Both the Examina- 
tion Board and the Education Board shunned this 
vital question of design, shunned it with malice 
aforethought, shunned it with deliberate intention ; 
it was beyond their ken. He should like to invite 
Mr. Slater’s Board to give them an exhibition of 
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the designs made by candidates now deceased that 
had been submitted to that Board, and he should 
like to suggest to the Board of Architectural Educa- 
tion next time he attended a meeting that that was 
after all a subject on which they would have to go 
back upon themselves presently, because it was the 
vital question ; it was a question to which the Insti- 
tute as an Institute of Architects should address 
itself, but it was a question that primarily was a 
question of education. Essentially the art of design 
was as much a question of education as the art of 
construction, and this art would not advance unless 
they could with firm conviction lay down the prin- 
ciples which constituted good design, and throw to 
the winds that deceiving old quibble de gustibus 
non disputandum, and that because a thing is red 
one may like it, or because a thing is green one 
may hate it. Upon some such absence of prin- 
ciple architectural designs were judged at the pre- 
sent day: “The reason why I cannot tell, but I do 
not like thee.’’ That kind of thing must end, and 
the profession must learn how to design ; but unless 
we have a definite perception of beauty, a standard 
which is recognised and cultivated with intelli- 
gence, and unless the Institute could bring its edu- 
cational influences to bear in that direction, the 
art of architecture would not advance. They had 
had a very fatherly Address from the President, 
and he most cordially supported a hearty vote of 
thanks to him. 

Mr. H. V. LANCHESTER [F.] said he should 
like to add his appreciation of the present occupant 
of the Presidential Chair. The President had not 
shirked contentious matters, and they ought to 
admire him for his pluck in threshing these things 
out. He quite agreed with what Mr. Slater had said, 
in proposing this resolution, as to taking a licking 
from the Assessor, taking his adverse view without 
squealing ; but the Institute had a great deal to do 
with the appointment of Assessors, and he should 
like to ask whether they had done all they could 
to see that the man who was appointed was the 
best suited to assess any competition that might 
be in question. He was, of course, speaking of 
the continuous policy of the Institute in that 
respect. He thought something might be done in 
the way of getting a continuous policy with regard 
to recognising competitions and their assessment. 
He quite agreed with what Professor Beresford 
Pite had said as to the increased advantage of 
getting thoroughly good work, with real art in it, 
in addition to the meeting of the practical rejuire- 
ments. With regard to one other matter that was 
referred to by Mr. Slater, viz. that municipalities 
should buy land—at building prices, he supposed 
—when it was laid out for building. He would 
go further than that; when land reached the en- 
hanced value it attained for building purposes, he 
thought that a certain proportion should be compul- 
sorily handed over to the municipalities for the 
purpose of open spaces. The municipality had 
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power to lay out the width of the roads and the 
size of the back gardens: why not say that ten or 
twenty per cent. of the land should be handed over ? 
Nobody would sustain loss, because the proprietors 
got the building value instead of mere agricultural 
value. Therefore it should be perfectly within 
the powers of the Government to bring forward 
such a proposal. With regard to the same matter 
Mr. Stokes suggested—and he thought Mr. Stokes’s 
idea was rather more socialistic than his own— 
that the Corporations should have powers of dis- 
posal and of settling exactly what was te be done 
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CHRONICLE. 
The Opening Meeting. 

There was a good attendance of members and 
friends of the Institute on the occasion of the first 
meeting of the Session last Monday. Past Presi- 
dents were represented in Mr. J. Macvicar Ander- 
son [1891-94], Sir Aston Webb, R.A. [1902-04], 
and Mr. John Belcher, A.R.A. [1904-06], and 
representatives of Allied Societies in Mr. Edmund 
Kirby (President of the Liverpool Architectural 
Society), Mr. James M. Monro (President of the 
Glasgow Institute of Architects), and Mr. Paul 
Ogden (President of the Manchester Society of 
Architects). Among the lady visitors present, 
members were glad to remark Lady Webb, now 
recovered from her recent serious illness. The 
President, on rising, had a very cordial greeting. 
His Address was followed with evident approval, 
and was warmly applauded at the close. 


The late George Frederick Bodley, R.A. [/’.], Royal 
Gold Mediallist. 

The preliminary business of the Opening Meet- 
ing on Monday included the formal announcement 
by Mr. Alexander Graham, F.S.A., Hon. Secretary, 
of the names of Fellows and Associates who have 
passed away since the last meeting of the Institute. 
Obituary notices of some of these members have 
already appeared in the JourNaL; their names are 


with the land. He agreed with that up to a cer- 
tain point, but he thought these official bodies 
were not at present educated up to the necessary 
skill for dealing with these matters. It would be 
necessary for them to take the advice of those 
members of our profession in the districts to which 
they refer; either they should go by the recognised 
way of competition, or by appointing an honorary 
advisory body from among architects of the town. 
They would then get a much better scheme. 

The vote of thanks was carried by acclamation, 
and the President briefly responded. 


now entered on the Institute Minutes. The latest 
and severest loss to the Institute was announced 
by the Hon. Secretary in the following terms :— 
“To the names just read I have, with sincere 
regret, to add that of George Frederick Bodley, 
Fellow, who passed away, on the 21st October, full 
of years, full of honours, full of enthusiasm for 
the art he loved so well, and hopeful to the very 
last that his life would be spared to carry out 
the many monumental works that have been en- 
trusted to him of recent years, not only in this 
country, but in distant parts of the world. The 
Institute was represented at the funeral, which 
took place on 25th October at Kinnersley, Here- 
fordshire, by Mr. Dare Bryan, a Member of Council 
and President of our Allied Society at Bristol. 
The Memorial Service, which was held at Ken- 
sington on the same day, of which, unfortunately, 
we had very short notice, was attended by several 
of our London members. Our President has 
written to the near relatives of our highly gifted 
colleague, Mr. Bodley, expressing on the part of 
himself and Council their sympathy with them in 
the great loss they have sustained. Colleagues, 
Task you all to honour in word and in thought the 
memory of our distinguished Fellow and Royal 
Gold Medallist who has passed away from us. Mr. 
Bodley was one of those who sustained the highest 
traditions of Gothic architecture. By individual 
thought and effort he succeeded in maintaining 
those traditions to the end, and his work will be 
regarded with respect and admiration for many 
generations to come. Many short biographies 
have been written of him, but in an early number 
of our Journat I think you will see a memoir of 
a very interesting character—a sketch of a very 
remarkable artistic career, penned by our member, 
Professor F. M. Simpson. I have now the privi- 
lege to move this resolution: That a letter be sent 
on behalf of every member of the Institute ex- 
pressing our sympathy with the relatives of our 
lamented colleague in their loss of one so highly 
gifted and so highly esteemed, and expressing at 
the same time our sincere appreciation of his 
many eminent services rendered to the world of Art 
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throughout a long and distinguished career. I 
put this motion asking you with uplifted hands to 
approve in silence of such a letter being sent.” 

Mr. Edward Warren, F.S.A. [F.], asked leave 
before the meeting closed to thank the Hon. Secre- 
tary for his sympathetic references to his late 
master, Mr. Bodley. He (Mr. Warren) greatly 
appreciated the honour done to Mr. Bodley in his 
later years by the Institute, and he knew that all 
who, like himself, were associated with him would 
value the expressions of sympathy which the Insti- 
tute had now expressed. He was little known either 
outside the Institute or in it; his intimates were 
few ; but it was happily his (Mr. Warren’s) fortune 
to be among that number, and one could not know 
him without appreciating his dignity of character, 
his dignity of presence, and his extraordinary and 
unique talent. 

At the memorial service held at Holy Trinity 
Church, South Kensington, the Institute was 
officially represented by Mr. W. J. Locke, Secre- 
tary. 

Mr. H. Dare Bryan [F’.], Member of Council 
R.1.B.A., President of the Bristol Society of Archi- 
tects, who represented the Institute at the funeral 
at Kinnersley, near Hereford, on the 25th ult., 
sends the following note of the ceremony :— 

“The remains of the late Mr. Bodley were in- 
terred at Kinnersley, near Hereford, the home of 
Mrs. Bodley. The last scene was strangely simple 
and pathetic ; in the little country church a couple 
of hymns were sung by the choir of white surpliced 
boys and village girls in their simple every-day 
clothes, the fading light of the early autumn 
evening—for the burial took place towards five 
o’clock—being aided by candles which lighted up 
the decoration of the interior, evidently the work 
of the deceased artist. A little procession then 
wended its way to the graveside near a magnificent 
old yew tree at the south-west corner of the 
churchyard, where the committal portion of the 
service was read by his nephew, the Rev. H. B. 
Bromby, of All Saints’, Clifton. 

“In addition to the widow, only son, and near 
relatives, there were present a little band of 
mourners, most of whom had been intimately asso- 
ciated with Mr. Bodley’s life work, amongst them 
Mr. Hare, his partner ; Mr. George Gilbert Scott, 
Mr. W. J. Tapper, Mr. G. R. Kett, of Cambridge ; 
and his faithful clerk of works, Mr. A. Green. 
The Royal Institute and the Liverpool Cathedral 
Committee were also represented. 

“The close cf a long and fruitful life should 
bring no distressing signs of mourning, but know- 
ing the great opportunities just opening out to 
crown the career of the dead architect, one’s 
thoughts could not but dwell on the shortness and 
incompleteness of life compared with the work to 
be done. To architects, perhaps, more than any 


other artists may old Chaucer’s line be applied: 
‘ The lyfe so short, the craft so long to lerne.’ ’ 
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The New Institute Medal. 


The President last Monday evening made the 
formal presentation of the new Medal which has 
been designed for the Institute by Mr. George 
Frampton, R.A. [H.A.]. This is to be the model 
of the Silver Medals awarded by the Institute for 
the Essay and Measured Drawings in the annual 
Prize Competitions. The old model had long been 
out of date, the reverse bearing the title “ Institute 
of British Architects” instead of “ Royal” Insti- 
tute, the title granted by Royal favour in 1866. 
Mr. Frampton had been approached by the Council 
with a view to his making a new design, and he 
generously responded by presenting to the Institute 
a charming design, and superintending the striking 
of the dies. The accompanying illustration [p. 15] 
is a photographic representation of the new Medal ; 
it will be seen that the reverse side now bears the 
Institute seal. The President, in making the pre- 
sentation, referred to the Medal as a very beautiful 
work of art, and said that it would be an incentive 
to the future student not only to gain the prize for 
the sake of the Silver Medal of the Institute, but 
also to gain the possession of a very great work of 
art. On the motion of the President the Meeting 
passed by acclamation a very cordial vote of thanks 
to Mr. Frampton for the beautiful design he had 
made for the Institute, and for the trouble he had 
so kindly taken in superintending the execution of 
the Medal. 


Allied Society at the Cape. 

The preliminary business at the Opening Meet- 
ing included the announcement by the President 
that the Council had admitted the Cape Institute 
of Architects to alliance with the Royal Institute 
under By-law 77. 

The Cape Institute, which was founded between 
eight and nine years ago, consists of three classes 
of members—Iellows, Associates, and Hon. Fel- 
lows. The membership at present numbers thirty, 
of whom fourteen are members of the parent 
Institute in London. Mr. Francis Masey [F’.] is 
President ; Mr. John Parker [F.], Vice-President ; 
Mr. T. H. Hitchin, Hon. Sec. and Treasurer ; 
Messrs. A. Forsyth, F. K. Kendall [4.], T. A. 
Sladdin [/.j, and C. H. Smith [A.], Members of 
Council. 

The Cape Institute met specially on the 16th 
July last to consider this question of affiliation. 
The meeting decided that such a connection was 
desirable, and the Cape Council were authorised to 
take the necessary measures to bring about the 
alliance. ‘The preliminary steps to this end were 
taken in London by Mr. Arthur H. Reid, Hon. Sec. 
R.I.B.A. for S. Africa. 

The R.I.B.A. Schedule of Professicnal Practice 
as to Charges has been recently adopted by the 
Cape Institute with some variations necessitated 
by the different conditions of the country. 
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THE NEW INSTITUTE MEDAL FOR ESSAYS AND MEASURED DRAWINGS. 


DESIGNED AND PRESENTED TO THE INSTITUTE BY MR. GEORGE FRAMPTON, R.A. [4.4.]. 
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The Statutory Examinations. 


At the Examination of candidates for Certificates 
of Competency toactas District Surveyors in London 
held by the Institute pursuant to Section 140 of 
the London Building Act 1894 on the 17th and 
18th October last, fifteen candidates presented 
themselves and were examined, and the following 
seven passed :— 


Tuomas James Bee, Heath View, Sidcup, Kent. 

Percy BootHroyp Dannatt, 92 London Street, 
Greenwich, S.E. 

Rosert Henry JEwers MAyHEew, Edmonds- 
bury, Genoa Road, Anerley, 8.E. 

Henry BuinmMan MACKENZIE, 8 Warwick House 
Street, S.W. 

Joun Doveuas Scott, 23 Bedford Row, W.C. 

Tuomas PerRcivAL Trnsuay, 80 Redburn Street, 
Tedworth Square, Chelsea, S.W. 

STanLey Towse, 8 New Square, Lincoln’s Inn, 
W.C. 


National Registration of Plumbers. 


Mr. W. D. Carée, M.A., F.S.A. [7.], Master of 
the Plumbers’ Company, presided at the first 
meeting of the new General Council for the 
National Registration of Plumbers, held at the 
Guildhall on the 21st inst. Mr. H. D. Searles- 
Wood [F.] attended on behalf of the Institute. 
Other Societies represented were the Association of 
Water Engineers, the Society of Medical Officers 
of Health, the Association of Municipal and 
County Engineers, and representatives from the 
principal Plumbers’ Associations throughout the 
kingdom.—The Chairman referred to the principle 
of co-operation which had united the official and 
professional representatives of the public with the 
representatives of the plumbing trade in the effort 
to raise the qualification and status of plumbers 
and safeguard the public health. It was now 
generally recognised that there should be, in 
the interest of the community, a recognisable 
qualification for plumbers and a definite responsi- 
bility resting upon them, The public service 
required a body of registered plumbers. Such 
a body was now in existence, and it was for the 
General Council to strengthen that body and 
establish it in the confidence of the authorities 
and the public. Until plumbers had a recognis- 
able qualification known by public registration, it 
was impossible for them or for the public to be 
protected against unqualified men.—The subjects 
discussed by the General Council included an ex- 
tension of the functions of the Council, the de- 
sirability of urging on local authorities, by means 
of deputations, the advantages of the registration 
of plumbers in the interests of the public, and the 
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establishment of a benevolent scheme for aged 
and incapacitated plumbers in connection with the 
registration movement. A Management Committee 
to conduct the administration and finance of the 
movement was appointed, Mr. H. D. Searles- 
Wood [F’.] being among the members elected to 
serve. 


The Crosby Hall Preservation Scheme. 


The anonymous contributor of the magnificent 
sum of £20,000 has given much-needed stimulus 
to the movement for the preservation of Crosby 
Hall. A considerable sum, however, has still to 
be guaranteed if the preservation scheme is to 
succeed. The fund now stands at about £50,000. 
The City Press of last Saturday hints that the 
project is not receiving all the support that was 
hoped for from the City. “An analysis,” it says, 
“of the published list of subscriptions reveals 
the melancholy fact that the members of the Cor- 
poration are not doing their part to forward the 
scheme. Is local ‘patriotism’ dead, or do the 
Corporators not recognise that money is earnestly 
needed to save this beautiful building? Only two 
Aldermen and a few Councillors have, so far, sub- 
scribed. There is yet time for this unfortunate 
state of affairs to be rectified. It would indeed be 
a disgrace if the citizens left the major part of the 
money to be found without their ranks.”’ 

Mr. W. D. Carée [F’.], in a letter to the Times a 
few days ago, draws attention to the point that we 
have many records, religious and civil, of the 
remarkable building activity and acumen of the 
Middle Ages. “In Crosby Hall,’ he goes on to 
say, “we have the sole remnant of a great City 
merchant’s princely residence. If by ill-chance 
we lose a church or country residence, still others 
remain. Here we have left by good chance a 
single and final example of its kind. It is to be 
hoped that Londoners will be alive to what they 
are on the point of losing irrevocably.” 

The directors of the Chartered Bank have granted 
a further extension of time to the 14th November. 


Honours and Appointments. 


Mr. Jonn Suater has been appointed 
Chairman of the Board of Examiners (Architec- 
ture) in place of Sir Wm. Emerson [F’.), resigned. 

Mr. R. SeEnDEN Wornvo [ F’.} has been appointed 
Member of the Board of Architectural Education. 

Mr. Hueu Srannus, A.R.C.A. [F.], was sworn 
in as Under Warden of the Worshipful Company 
of Founders on the 28th ult. This ancient Livery 
Company has an honourable record for six centuries, 
in supervising the purity of metals, the correctness 
of weights, and in civic and charitable works. 
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ARCHITECTURAL REFINEMENTS. 
A REPLY TO MR. BILSON. 


By Wa. H. Goopyrar, M.A. 


Hon. Member Society of Architects of Rome; Hon, Member Edinburgh Architectural Association; Hon. Member Royal Academy of Fine 
Arts of Milan; Hon, Academician Royal Academy of Venice ; Corresponding Member American Institute of Architects, 


to an article by Mr. John Bilson which ap- 
peared in the June number of this Journal 
for 1906. 

The exact title of Mr. Bilson’s article might not 
appear to have serious importance in the contro- 
versy which it has opened up, but it so clearly in- 
dicates the bearing of his argument, as expressly 
rehearsed by himself, that I shall not hesitate to 
call attention to its wording, and especially to its 
quotation marks. The title runs as follows: 
“ Amiens Cathedral and Mr. Goodyear’s ‘ Refine- 
ments’: A Criticism.” 

When the quotation marks of this title are re- 
lated to the opening and conclusion of Mr. Bilson’s 
Paper, it will be found that they imply not only that 
there are really no refinements at all in the Amiens 
Cathedral, as supposedly observed by me, but also 
that there are really none at all in any of the other 
cathedrals and churches which were represented 
in the Edinburgh Exhibition of Architectural 
Refinements.* 

The reception accorded this exhibition is stated 
by Mr. Bilson to have inspired his Paper. He is 
careful to point out that the list of patrons does not 
in itself furnish any indication of the opinions of 
such patrons about the asymmetries which were 
represented by the exhibition, which must certainly 
be admitted. He is careful to raise the question 
(but careful not to decide it) whether the success of 
the exhibition may not have been, on the whole, a 
succés d’estime ; but he nevertheless confesses that 
“some of our Scottish colleagues have received its 
teaching with something like enthusiasm,” and he 
consequently feels called upon to ask “ whether we 
are justified in accepting such teaching.”’ His con- 
clusion is an emphatic negative, but just what the 
teaching is which we are not to accept Mr. Bilson 
does not state accurately or carefully, excepting that 
it is represented by this Brooklyn Museum loan of 
exhibits at Edinburgh which Mr. Bilson does not 
appear to have seen, or if he has seen them he is 
careful not to mention it. Anything, however, 
which Mr. Goodyear has published or done in archi- 
tectural research may be safely discarded, in Mr. 
Bilson’s opinion, as unworthy of notice, and is con- 


TT" purpose of this Paper is to make some reply 


* Opened by the Edinburgh Architectural Association 
in the Scottish National Portrait Gallery, 6th September 
1905, closed 11th November. 


sequently fit to be labelled by that most deadly and 
exquisitely contemptuous anathema which is con- 
veyed by the use of the quotation marks in the title 
of the article. 

Mr. Bilson is also careful to mention “ the large 
number of churches ”’ covered by my investigations 
as making it “ difficult to test’ my “ theories,” “ or 
to arrive at a definite and final summing-up of the 
whole case in a short general Paper.” Mr. Bilson 
has solved this difficulty by the use of quotation 
marks in his title. Otherwise, and aside from the 
contemptuous opinion which is conveyed by the 
quotation marks, he explicitly states that on account 
of “the large number of churches covered by his 
investigations . . . I do not propose to roam at 
large over the entire area of review,’ but none the 
less he says: “ The object of this Paper is to give 
a ‘definite answer’ to these questions,” viz. 
“whether we are justified in accepting such 
teaching [as that of the Edinburgh Exhibition], 
or am I right in believing that the chief value 
of Mr. Goodyear’s investigations will be found in 
the fact that they repeatedly afford in themselves 
evidence in disproof of the theories which he bases 
upon them?” This “ definite answer ’’ will not, 
however, roam over “the entire area of review.”’ 
“JT shall confine myself entirely to what Mr. Good- 
year has written about the churches of Northern 
France and almost entirely to a single typical 
cathedral.” 

Mr. Bilson has thus made things easy for him- 
self, but he is not willing to make them corre- 
spondingly easy for me. He is disposed to limit 
his field of inquiry, but he is not disposed to 
limit the sweeping character of his conclusions and 
condemnation. 

He has so strictly kept to his plan of limiting 
his own “area under review ”’ that seventeen pages 
are devoted to Amiens Cathedral, while three pages 
are devoted to a debate about deflected plans and 
to brief notes on a very few French churches out- 
side of Amiens. One page is devoted to his pre- 
face, from which I have quoted. 

He has so closely kept to his plan of limiting 
his own “area of review”’ that not one Italian 
building is even mentioned, and that not one of 
my publications on Italian churches is quoted, 
either in footnote or otherwise. As far as Mr. 
Bilson’s Paper is concerned no one would know 
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that I had ever surveyed or photographed or pub- 
lished an Italian building. 

This is the method of “definite answer” to the 
teaching of an exhibition which included only 
seven French churches, as against forty-five Italian 
churches, three churches in Constantinople, one in 
Germany, and six ancient temples. This is the 
method of “definite answer”’ to the teaching of 
an exhibition which allotted 41 photographs to 
France, and which allotted 226 photographs and 
surveys to Italy, which allotted 3 photographs to 
Amiens, and which allotted 42 photographs and 
surveys to the Pisa Cathedral. 

The omission of seventeen of my most important 
publications on architectural refinements from Mr. 
Bilson’s own perusal, mention in text, or footnote 
bibliography, is a curious and almost incredible 
illustration of his temper and attitude. Those 
omitted are the ones referring to Italian and classic 
buildings. On this head the bibliography of the 
Edinburgh Catalogue may be compared with Mr, 
Bilson’s alleged bibliography, which is given in 
one of his footnotes (p. 400). He does not ex- 
pressly say that he has quoted all my publications 
on refinements, but he very expressly leaves it to 
be inferred and understood that he has quoted all 
which need be examined before giving a “ definite 
answer ”’ to the teaching of the Edinburgh Exhibi- 
tion. 

This assumption is preposterous. If a critic 
were desirous of testing the general value and 
character of my investigation by confining his 
attention to a single typical building, fairness and 
common sense would suggest the choice of the 
building which I have most carefully surveyed and 
deseribed, and which had the largest number of 
exhibits at Edinburgh. This is the Pisa Cathedral, 
which was represented by forty-two exhibits, as 
just mentioned. No other medieval building has 
ever been so carefully surveyed, and Mr. Bilson’s 
failure either to mention any of the Pisan exhibits 
at Edinburgh or to mention any of the publications 
in which they were reproduced and carefully de- 
scribed is an inexplicable omission in view of his 
sweeping conclusions. 

Another reason suggesting this choice of the 
Pisa Cathedral is that my investigation of 
mediwval architectural refinements was originally 
suggested by this cathedral and originally began 
there (in 1870). Not only was the Pisan Roman- 
esque the actual point of departure for my own 
studies in this special investigation, but it must 
always remain the logical point of departure for 
every systematic examination of medixval asym- 
metry, because the material is far richer and the 
phenomena are far more numerous than else- 
where. 

Moreover, the argument for the historic deriva- 
tion of certain medieval refinements from those of 
antiquity can only be presented through the Italian 
buildings which show marked Greco-Byzantine 


influence, and these are notoriously, and above all 
others, the Pisa Cathedral and St. Mark’s at 
Venice.* 

Any critic is privileged, of course, to select any 
church as a subject of debate, and no one could 
complain that Mr. Bilson’s criticism has selected 
the Cathedral of Amiens as a matter for discussion ; 
but it is a very sad indication of his prejudice and 
bias, and of his want of discretion, that he should be 
willing to base a wholesale condemnation of the given 
architectural investigation on the assertion that I 
have made a mistaken observation in one cathedral. 
This is, however, his avowed position, for Mr. Bilson 
assures us, in his closing and final sentence, that 
“ when the other French churches investigated by 
Mr. Goodyear have been the subject of monographs 
as exhaustive as that of M. Durand at Amiens, 
there will be no difficulty in producing equally con- 
clusive proof that their ‘ refinements’ exist only in 
Mr. Goodyear’s imagination.” Certainly there will 
be no difficulty, as far as Mr. Bilson is concerned, 
even in advance of the happy day when every church 
has its own monograph in two enormous volumes. 
There will be no difficulty, because there has been 
no difficulty. Mr. Bilson’s word is as good as his 
bond. He knows very well that these monographs 
will never be written, and by assuring us of what 
would happen if they were written he evidently 
makes it unnecessary, for his special purpose, that 
they ever should be written. Thus does a single 
good monograph serve the cause of truth and of 
Mr. Bilson for a large number of churches. These 
include the Edinburgh exhibits for forty-five 
churches in Italy and the seventeen publications 
about them which Mr. Bilson did not think it worth 
while to mention, because he has heroically resolved 
to confine himself to the French churches and 
* not to roam at large over the entire area.” 

If the distribution of the various classes of pheno- 
mena so far observed were asserted to be locally 
uniform and regular throughout medieval work ; 
if the medieval churches were asserted to exhibit 
generally an equally large variety of phenomena 
when one cathedral is compared with another ; and 
if the churches of France had been as widely and as 
thoroughly examined as those of Italy, Mr. Bilson’s 
summary method of limiting his area of inquiry 
without limiting his area of conclusions might have 
some show of reason. As matters actually stand, 


* The accidental destruction of most of the blocks 
belonging to the Architectural Record Magazine (in which 
the Pisa Cathedral surveys were originally published) made 
it impossible to illustrate these surveys in the pages of the 
Edinburgh Catalogue. The Catalogue illustrations offered 
a partial memento of the exhibition to those who had seen 
it, but they were actually a make-shift choice in conse- 
quence of the wholesale destruction just mentioned, and 
very poorly balanced in consequence, relatively over- 
numerous for some particulars and wholly deficient for 
many others. It need hardly be pointed out that a cata- 
logue cannot be expected to take the place of the exhibition 
to which it is a guide. 
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his method has no show of reason. Certain classes 
of phenomena appear to be strictly limited, even 
within the area of Italy, to the Pisan Romanesque. 
Outside of the Pisan Romanesque the variety of 
phenomena is much greater in the Romanesque of 
Italy than it is in the Italian Gothic. These matters 
have been carefully explained in the publications 
which Mr. Bilson has refrained from mentioning, 
and which he has pessibly refrained from reading. 
On the other hand, in the publications for the 
Gothic of Northern France which Mr. Bilson has 
formally quoted, it is expressly explained that the 
French Romanesque of the south and centre has 
not been examined. It has also been expressly 
explained that the time occupied in Northern 
France was necessarily limited to eight weeks in 
1903 (one week in 1905), during which short time 
330 photographs were taken and other classes of 
surveys were correspondingly limited.* It has also 
been expressly explained that in the Gothic cathe- 
drals of Northern France only one class of pheno- 
mena has, generally speaking, been noticed, and 
that the exceptions observed were almost wholly 
limited to one church—viz. Notre-Dame at Paris— 
in which a much greater variety of phenomena 
were found. 

In face of these repeated and time-worn explana- 
tions, it is not an encouraging indication of Mr. 
Bilson’s acumen or grasp of the subject-matter 
which he is attempting to handle, to find him insist- 
ing that the Amiens Cathedral, as a “ typical”’ 
cathedral, ought to show all the refinements, and 
that if it does not, this is an argument against the 
general results of the investigation. Mr. Bilson 
can hardly be aware that the temple of Phigalia 
and the Parthenon were built by the same archi- 
tects, Ictinus and Callicrates, and that the temple 
of Phigalia is destitute of the Greek refinements, as 
is also the Erechtheum on the Athenian Acropolis. 
If such a remarkable contrast of practice existed 
within the limits of Greek art and within the indi- 
vidual practice of its most famous architects, why 
should it net occur also in mediwval work? Mr. 
Bilson’s equipment as a debater may thus be argued 
from his wholly inadmissible position that if all 
the refinements are not found in all the medieval 
buildings, or in all the important ones, they cannot 
really exist in any. On the contrary, if the Pisa 
Cathedral exhibits phenomena which cannot be 
found in Notre-Dame, and if Notre-Dame exhibits 
phenomena which cannot be found at Amiens, this 
is good corroborative evidence for other proofs that 
their phenomena are not imaginary or accidental. 
Our reviewer, however, ridicules the idea that Notre- 
Dame should have refinements which cannot be 
found at Amiens. My own suggestion (aside from 
the one which he quotes, and which I do not re- 
tract), would be that Notre-Dame stands in much 


* The above matter was written before the recent sur- 
vey work of this year was undertaken in Northern France. 


closer relations to the Romanesque, to which several 
of the refinements observed in Notre-Dame appear 
to be confined, when the Italian buildings are in- 
cluded in the comparison of phenomena. 

We are thus led to point out that Mr. Dilson’s 
self-set limitations in his effort to give a “ definite 
answer ”’ and a black eye generally to the teaching 
of an investigation which he appears not to have 
thoroughly examined, and in many particulars not 
to have examined at all, have resulted in an absurdly 
incorrect and deficient summary of the phenomena 
which he has attempted to classify. 

Thus Mr. Bilson’s preface continues, from the 
sentence last quoted about limiting himself to “ the 
churches of Northern France and almost entirely 
to a simple typical cathedral,”’ as follows : 

“The irregularities which Mr. Goodyear claims 
as intentional ‘refinements’ may be roughly divided 
into two classes : 

“1. Obliquity of alignment in plan, including 
want of parallelism in walls and piers, detlections 
of axis, curves of alignment,. . . and asymmetric 
plans generally. 

“2. Walls, piers, and columns out of plumb, 
sometimes straight, but more generally described 
as ‘ vertical curves.’ 

“T do not suggest that this classification in- 
cludes all the irregularities which Mr. Goodyear 
believes to be refinements, but et covers the great 
majority of the examples noted by him in his 
publications, and those which it does not include 
are not material to the examination which is the 
immediate object in view.”’ * 

Now the “ examination which is the immediate 
object in view” has been explicitly announced by 
Mr. Bilson as intended to give a “ definite answer ”’ 
to the question “ whether we are justified in accept- 
ing’’ the teaching of the Edinburgh Exhibition. 
This being so, let us inquire, for example, of Mr. 
Bilson how far his classification covers the forty- 
two Edinburgh exhibits for the Pisa Cathedral, as 
also carefully described in the various publications 
of the Architectural Record Magazine which Mr. 
Bilson has failed to mention. 

The Building News and Engineering Journal 
of 22nd September 1905 says of these Pisan 
exhibits, which the editor had personally examined 
in Edinburgh: “In Pisa, particularly, the idea 
of creating false perspective effects seems to have 
taken full possession of the architect. The diver- 
gences, particularly those of elevation, have 
evidently been carefully devised with a definite 
object —that of making a small building appear to 
be imposing—and they have been successful.” 
Let us now inquire what other churches, as_repre- 
sented in the Edinburgh Exhibition, may fall out- 
side of Mr. Bilson’s classification, as also represent- 
ing perspective illusions. In the index of the Hdin- 
burgh Catalogue I find that eighteen churches, out 


* The italics are mine.—W. H. G. 
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of forty-five Italian churches—-that is, just about 
one-third of all the buildings in the entire exhibition 
—were selected to represent perspective illusions. 
(See “Perspective Illusions’’ under “ Index of 
Exhibits according to Subject-matter,’’ p. 150.) 
The index of the Edinburgh Catalogue does not 
therefore appear to be in harmony with Mr. 
Bilson’s assurance that his classification “ covers 
the great majority of the examples ’’ noted by my 
publications. One of the most important of my 
publications which he therefore appears to have 
overlooked or to have forgotten is “ Perspective 
Illusions in Mediwval Italian Churches,” in the 
Architectural Record, vol. vi., No. 1 (1896). This 
publication is quoted in the Edinburgh bibliography 
which Mr. Bilson must be presumed to have read. 
My original announcements on this subject were 
made in Scribner’s Magazine for August 1874, 
under the title “A Lost Art.’’ Favourable critiques 
of these observations were published by G. A. T. 
Middleton in the Nineteenth Century Magazine 
for March 1897, “ Deliberate Deception in Ancient 
Building”; and by C. J. MacCarthy (City Archi- 
tect of Dublin) in a Paper read before the Royal 
Institute of the Architects of Ireland, and pub- 
lished, with numerous illustrations, in the Irish 
Builder of 1st February 1899, under the title of 
“Intentional Irregularities in Medieval Italian 
Architecture.” 

The existence of perspective illusions in medival 
architecture has also been formally accepted and 
affirmed by the high authority of Choisy and 
Enlart, as well as by the Dictionary of Archi- 
tecture published by the Architectural Society.* 
Inasmuch as one-third of the buildings in the 
Edinburgh Exhibition were devoted to perspective 
illusions, it would certainly appear that Mr. Bilson 
has not given me what Mr. Roosevelt would call 
“a square deal.’’ My publications on this subject 
long precede those of the French and English 
authorities quoted, my earliest one dating back to 
1874, as just mentioned. My publication of 1896 
on this subject also precedes the mentions of 
Choisy and Enlart. It was the formal opening of 
my general report on the Brooklyn Museum surveys 
of 1895, and immediately followed the article giving 
an introductory summary account of the results of 
that expedition. The Italian examples described 
and surveyed by me are far more numerous than 
those quoted by the French authorities mentioned. 
Their instances, however, are found in France (with 


* Choisy, Histoire de l’ Architecture, vol. ii. pp. 184, 410 
(1899) ; Enlart, Manzel d’Archéologie Francaise, p. 58 
(1904) ; The Dictionary of Architecture, published by the 
Architectural Society, London, vol. v. p. 18, under “Optical 
Refinements ”’ (no date, about 1882). Choisy quotes Arles, 
Civray, Payerne, Poitiers, Montréal, Orbais, Rheims, S$. Maria 
Novella, Florence. Enlart quotes Nesle, Boulogne, Civray, 
Poitiers, Montréal, Orbais, S. Maria Novella. The Dic- 
tionary of Architecture quotes Saint-Gilles, Erbach, 8. 
Maria Novella. 
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one exception), and yet Mr. Bilson’s title does not 
shun the designation and quotation marks of “ Mr. 
Goodyear’s Refinements,” with which he should 
hardly venture to publicly insult his French 
colleagues.* 

Mr. Bilson is undoubtedly thoroughly familiar 
with the quoted publications of MM. Choisy and En- 
lart, especially as his own work at Durham has been 
so much praised by the latter authority. He also 
pretends to be conversant with my own writings. 
Would it not, therefore, have been afairer and wiser 
procedure if Mr. Bilson had included in his classi- 
fication of “ Mr. Goodyear’s Refinements ” those 
which had been independently announced by such 
high authority ? But the tale of Mr. Bilson’s delin- 
quencies as a summariser and classifier is not half 
told as yet. 

It has been pointed out by many students of my 
work that Mr. Ruskin is my predecessor in a very 
important class of observations, and I have always 
been ready to acknowledge this precedence, and 
have always been anxious to call attention to it.t 
This class of observations is aiso ignored by Mr. 
Bilson, who, notwithstanding, persists in speaking 
as though he knew my publications, and were 
qualified to summarise them for the benefit of the 
British public. Once more it will be noticed that 
the omission relates to a class of phenomena 
which have also been observed and announced by an 
authority of distinction. That the relation asserted 
to exist between Mr. Ruskin’s work and one phase 
of my own is not imaginary may be best shown by 
quotations from other writers. For instance, Pro- 
fessor Charles Eliot Norton, Emeritus Professor of 
the History of Art in Harvard University, was a 
personal friend of Mr. Ruskin, and has published 
his correspondence.t Professor Norton said of my 
quoted publication of 1874 in Scribner’s Magazine 
that it was “the most important contribution to 
the topic since Ruskin wrote The Seven Lamps of 
Architecture.” § Macmillan’s Dictionary of Archi- 
tecture and Building, edited by Dr. Russell Sturgis, 
opens its article on “ Refinements in Design ”’ as 
follows : “ With regard to medieval buildings, the 
existence of apparently deliberate irregularities in 
measurement was pointed out by Ruskin in the 


Seven Lamps of Architecture and in the Stones of 


Venice, and Viollet-le-Duc in the Dictionnaire 
de V Architecture Frangaise, s. v. Trait (vol. ix.). 
There has been, however, no such comprehen- 
sive investigation as that undertaken by Pro- 
fessor W. H. Goodyear, of which the results were 


* Mr. Bilson is also careful to distinguish between what 
he calls “‘ real refinements,” viz. those observed at Amiens 
by Viollet-le-Duc, and those observed by me. 

t Edinburgh Catalogue, p. 20. 

t Ruskin, John: Letters to Charles Eliot Norton, 1904, 
2 vols. Houghton, Mifflin, & Co. 

§ Church Building in the Middle Ages, by Professor 
Charles Eliot Norton, p. 321 (1880). 
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published in part in the Architectural Record 
(vols. iv.—vi., vii., ix. New York).” * 

These two references may be sufficient to indicate 
that Mr. Ruskin first observed a class of phenomena 
to which I have made wide additions; and as Mr. 
Bilson’s classification palpably omits these pheno- 
mena, I am obliged to indicate them myself—tfirst, 
by quoting from Mr. Ruskin; secondly, by men- 
tioning the number of churches and exhibits shown 
at Edinburgh for these phenomena; and thirdly, 
by mentioning the special publications in the 
Architectural Record which were devoted to them. 

In the Lamp of Life Mr. Ruskin speaks of 
“accidental carelessness of measurement being 
mingled indistinguishably with the purposed de- 
partures from symmetrical regularity... . How 
great, how frequent, they are, and how brightly the 
severity of architectural law is relieved by their 
grace and suddenness, has not, I think, been enough 
observed.”’ After a series of observations he con- 
tinues : “I imagine I have given instances enough, 
though I could multiply them indefinitely, t» prove 
that these variations * are not mere blunders nor 
carelessness, but the result of a fixed scorn, if not 
dislike, of accuracy in measurements ; and in most 
cases, L believe, of a determined resolution to work 
out an effective symmetry by variations as subtle 
as those of nature.” 

In my article on “ Constructive Asymmetry in 
Medizeval Italian Churches,’”’ which is ignored by 
Mr. Bilson,t I have published and analysed a series 
of designed irregularities in the measurements of 
arcades in Italian churches, similar to those ob- 
served by Mr. Ruskin, as follows: Palaja (near 
Pontedera), intericr arcades of the nave; 8. Michele 
ai Scalzi, Pisa, arcades of the facade; S. Paolo, 
Ripa d’ Arno, Pisa, the north wall; Cathedral of 
Pisa, the north and south walls; Cathedral of 
Prato, the south wall; Cathedral of Troja, the 
south wall ; interior arcades in the Cathedrals of 
Siena, Cremona, and Fiesole; interior arcades in 
the Churches of 8. Maria and 8. Pietro, Toscanella, 
of 8. Nicola at Bari, of S. Maria della Pieve at 
Arezzo, &e. 

These were all represented by surveys in the 
Edinburgh Exhibition, except Palaja and the 
facade of S. Michele ai Scalzi, and two additional 
churches were included there for designed irregu- 
larity of exterior arcading, viz. the churches of the 
Pieve Vecchia and Pieve Nuova at S. Maria de’ 
Giudici, near Lucca. Where the above summary 
quotes buildings which also exhibit perspective illu- 
sions, or oblique plans, it will be understood that 
none have been mentioned which have not been 
expressly published as also exhibiting arcadings 
which are demonstrably irregular by intention, 


* None of these volumes, containing eleven articles, are 
quoted by Mr. Bilson, who refers only to the later articles 
on French cathedrals in vols. xvi. xvii. 

+ Viz. those which he has carefully described. 

t Architectural Record, vol. vi. No. 3 (1897). 


aside from the perspective illusive arrangements or 
aside from obliquity. For example, the arcades at 
Fiesole descend toward the choir three feet, and the 
spacings narrow toward the choir eight feet ; and in 
that sense the irregularity produces perspective illu- 
sion, but the church is quoted in the above list be- 
cause “both arches of the second bay are higher 
than the first, both arches of the third bay are 
lower than the second, both arches of the fourth 
bay are higher than the third, both arches of the 
fifth bay are lower than the fourth, both arches of 
the sixth bay are higher than the fifth, both arches 
of the seventh bay are lower than the sixth.” * 
S. Michele ai Scalzi has an interior perspective 
illusion but it also has the facade measure- 
ments to be presently described. 

My general conclusion drawn from the com- 
parison of arcadings was as follows, and corre- 
sponds with Mr. Ruskin’s in result, if not in 
method: “From the facts so far brought out in 
this part of the argument it appears that a purpose 
can be proven in many irregular arrangements of 
the Italian Romanesque, first by showing that 
correspondences of irregularity can be used as proof 
of intention ; secondly, by showing that there are 
means, in many cases, of fixing a limit of error due 
to accident; thirdly, by urging the point that we 
cannot admit the purpose of definite schemes in 
one part of a church and assert at the same time 
that the builders did not know what they were 
doing in another part. We have, for instance, 
such proofs of the use of the same definite schemes 
in both gallery levels of the Pisa Cathedral in some 
cases as to indicate that a different scheme was pur- 
posely employed in each gallery in other cases.” ¢ 

For the nature of the evidence otherwise sub- 
mitted I will only quote the churches at Palaja and 
of S. Michele ai Sealziat Pisa. Of Palaja I wrote 
in 1897: “The perspective deceptions so far 
quoted in the preceding issue bear, on the face of 
things, that evidence of design which is furnished 
by a scheme, i.c. by an arrangement of measure- 
ments which the law of chances would lead us to 
suppose could not be accidental in one case, and 
which certainly could not be accidental when found 
in a series of repetitions. But evasions of regu- 
larity were also practised from a definite artistic 
feeling and purpose, and generally without the 
design of obtaining an effect of dimension by pal- 
pable trickery. Here is an illustration from the 
basilica at Palaja. The measures taken to centres 
for the interior pier spacings, in metres and centi- 
metres, on one side of this church, beginning at the 
entrance and moving toward the choir, are as fol- 
lows: 4°92, 4°87, 5°11, 4°86, 4°92. These measures 

* Architectural Record, vol. vi. No. 2 (1896), one of the 
publications ignored by Mr. Bilson. 

¢ Exhibit 119, Edinburgh Catalogue, and Architectural 
Record, vol. vi. No. 3, fig. 2.) 

t Architectural Record, vol. vi. No. 3. Publication 
ignored by Mr. Bilson. 
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were taken hastily, and yet the first bay and 
the last bay tally exactly ; the measurements next 
adjacent tally within a centimetre. The middle bay 
is largest by 24 centimetres, or, say, 10inches. We 
will not debate the purpose at present. The proof 
is the proof of intention. Where is the objector 
who will say that the larger arch is due to careless 
building when the measures tally within a centi- 
metre on either side of it ?’’ Of S. Michele ai Scalzi, 
which has a typical Pisan-Romanesque facade, I 
wrote as follows: “The measures for the arcades 
of the exterior facade are here given in metres and 
centimetres: 2°27, 2°36, 38°33, 2°36, 2°30. The 
centre measure represents the arcade of the door- 
way. On either side of it the arcades diminish in 
span in corresponding gradation.’’ These measure- 
ments prove that an allowance of 3 centimetres, or 
a little over one inch, will represent the amount of 
error here due to carelessness. They also indicate 
a purposed grading of dimensions in corresponding 
pairs away from the central arcade, showing the 
same kind of feeling which Mr. Ruskin long since 
instanced in his measures for the Pisa Cathedral 
facade. 

Without mentioning particulars in other in- 
stances I will simply say that there were exhibits 
for not less than fourteen Italian churches in the 
Edinburgh Exhibition which represented this par- 
ticular class of intentional asymmetries which is 
omitted from Mr. Bilson’s classification. This 
number of churches is double that of all the French 
buildings, and one-third that of all the Italian 
buildings, which were represented in the exhibi- 
tion. However, we have already found Mr. Bilson 
assuring his readers that jis classification “ covers 
the great majority of the examples noted ’”’ in my 
publications, “and those which it does not include 
are not material to the examination which is the 
immediate object in view.” The “immediate 
object in view”’ is avowedly and obviously to dis- 
credit the Edinburgh Exhibition. Whether fair 
means have been employed to this end may well 
be left to the judgment of the impartial reader. 

It is to be remembered that the series of Archi- 
tectural Record articles from which I have been 
quoting constituted a preliminary report on the 
Brooklyn Museum surveys of 1905, covering a 
period of six months’ work in Italy, during most of 
which time I had the assistance of a thoroughly 
qualified architectural surveyor and expert in en- 
gineering construction. Consequently the order 
of arrangement of subject-matter in which these 
articles appeared may be considered significant for 
the order in which | desired to lay these observa- 
tions before the expert public. It appeared desirable 
to me, at that time, to publish first the phenomena 
which were the least open to debate, either on 
account of inherent probability, or on account of 
weight of demonstration, or on account of the sup- 
port to be obtained from the independent similar 
announcements of other authorities ; for what two 
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or more observers have independently remarked has 
more weight than what only one observer has an- 
nounced. Hence it is significant, for my own view 
of these matters, that the original Architectural 
Record articles on the surveys of 1895 were prepared 
and arranged in the order to which I now call atten- 
tion. The articles were, namely, so arranged as to 
place in the front of the argument the evidence for 
perspective illusions, because it is largely derived 
from palpably schematic arrangements, and the 
evidence for intentional departures from exact sym- 
metry without perspective illusions, because it is 
largely also derived from palpably schematic ar- 
rangements, either in corresponding parallel pairs 
of measurements (as at Fiesole) or in a balance of 
measurements moving from a common centre, as 
found at Palaja or in S$. Michele ai Scalzi. 

I am therefore pointing out that Mr. Bilson’s 
classification of the Edinburgh Exhibition is not 
only absurdly deficient and inaccurate as to matters 
of fact, but it is also unjustly deficient and inac- 
curate in omitting the classes of facts which are 
most easily demonstrated, and which are substan- 
tiated by the independent announcements of other 
high authorities. I am referring now not only to 
Mr. Ruskin, but also to another high authority, for 
in a very large series of observations I have taken 
ground which was not only anticipated by Mr. 
Ruskin, but which has independently been taken 
by M. Auguste Choisy. Moreover, in the Hdin- 
burgh Catalogue, Lexpressly quoted the stand taken 
by M. Choisy as corroborating my own in the given 
field of observations—of course without making 
him in the least degree responsible for my own 
particular illustrations.* 

I shall now quote M. Choisy still more fully on 
this head in view of the challenge conveyed by Mr. 
Dilson’s quotation marks and peculiar title, and the 
assertion therein conveyed that I stand alone in all 
the positions I have taken. 

Following his matter on perspective illusions 
M. Choisy says : “ Asymmetries. Architects who 
analysed with this refinement the play of perspective 
must have held cheap the symmetrical combina- 
tions which are nullified by perspective, and which 
are complicated by the unceasing play of light and 
shade. The law of symmetry as we understand it 
now, and which consists in reproducing on the left 
the arrangements on the right, this rather narrow 
rule, plays a very secondary role in the Middle Ages. 
On this head, as in so many others, the point of 
view of the Gothic builders was that of the Greeks 
(vol. i. p. 414). Asymmetry appears acceptable as 
soon as an evident reason justifies it. If an edifice 
is placed in an enclosure the plan follows that of 
the enclosure. Two spires are successively erected, 
architecture has progressed meantime, and all the 
improvements are accepted in the new construction 
although a contrast is involved. Generally speak- 


* Edinburgh Catalogue, p. 21. 
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ing, the architects of the Middle Ages avoid formal 
regularity.* If they admit a symmetrical result 
in the total effect they know how to avoid monotony 
by details which are infinitely diversified. Notre- 
Dame has on the facade three portals erected at 
one time; from left to right only the effects of the 
masses are balanced, while each one has a character 
of its own. These differences give to the composi- 
tion a charming variety; a sympathetic feeling 
attaches us to these works in which the designer 
has disdained the expedient of a set pattern, in which 
each part has cost a separate study, an individual 
execution ; instead of symmetry we have balance, 
and the unity of impression does not suffer.” + 

This philosophy of the subject of mediwval asym- 
metry is an extremely apt statement of the point 
of view that both accidental and designed irregula- 
rities represent a single virtue, and that acceptance 
of accidental and local variations in some cases is 
a phase of the artistic spirit which purposely de- 
signed such variations in other cases. This is also 
the ground taken by Mr. Ruskin, whereas the 
antagonists of the belief in purposed variations 
appear to consider that every case of accidental 
variation constitutes an argument against design 
in any other instance. At all events prejudice, 
incompetent grasp of the subject, and slovenly ex- 
amination of it have drawn Mr. Bilson into a very 
misleading analysis of the Edinburgh Exhibition. 
In the preface of the Catalogue, as well as in the 
body and quotations of its text, I have announced 
the point of view which is supported by the ex- 
hibits I have now described, and by the quotations 
which I have now repeated and enlarged. 

Since Mr. Bilson constantly refers to my “ theo- 
ries”? throughout his article as though they were 
peculiarly abnormal and otherwise wholly unheard 
of, I have thought it worth while to show that he 
has had some opportunity, which he has not made 
use of, to ascertain that this is not entirely the 
case. He says that “as a result of this exhibi- 
tion (at Edinburgh) there now seems to be a dis- 
position in some quarters to hail Mr. Goodyear’s 
supposed discoveries as having an extremely im- 
portant bearing on the history of architecture.” 
May not this disposition, as far as it exists, be due 
to the fact that these “supposed discoveries ’’ are 
in some particulars thoroughly in line with the 
observations of other authorities, and that, in other 
particulars, although they are an advance beyond 
these observations, they are an advance in the same 
general direction? An extraordinary feature of 
Mr. Bilson’s article is his predetermined oversight 
of all the publications and of all the Edinburgh 
exhibits in which my “ supposed discoveries ’’ have 
had the ratification of subsequent or previous in- 
dependent announcement on the part of standard 
authorities. 


* The italics are mine.—W. H. G. 
+ Translated from Histoire de l’ Architecture, ii. 411-12. 


For instance, one of the Architectural Record 
articles which was written to report on the results 
of the Brooklyn Museum surveys of 1895 was 
entitled “ A Discovery of the Entasis in Medieval 
Italian Architecture.” 

The Edinburgh “ Index of Exhibits according to 
Subject-matter’”’ specifies four buildings for the 
entasis. The Architectural Record quotes other 
examples. The matter was presented as relating 
directly to the origin of the vertical curves against 
which Mr. Bilson’s satire and satirical quotation 
marks are specially directed. As far as I am 
aware no observations on the medieval columnar 
and pilaster entasis had otherwise ever been pub- 
lished up to 1897. But in 1904 M. Camille Enlart 
tells us that “les fits galbés sont restés fré- 
quents dans les I:coles Germanique et Lombarde. 
On trouve des exemples de cette forme dans les 
régions de la France qu’elles ont intluencées.’’? 

Mr. Bilson has received such flattering treat- 
ment at M. Enlart’s hands (for the Durham ob- 
servations) that we are disposed to believe that he 
has read his book. The conundrum which we can- 
not answer is this. Since the medieval entasis is 
directly connected with the question of the vertical 
curves, which Mr. Bilson has selected for his piéce 
de résistance, and since it has been treated at length 
by me as a step towards an explanation of the 
vertical curves, as being derived from an entasis in 
pilasters, did Mr. Bilson omit the medieval en- 
tasis from his classification and argument because 
M. Enlart had independently verified its existence, 
or did he omit it because he did not know that it 
is one of my “supposed discoveries’? If the 
latter is the case, how does it happen that he did 
not know it? The second conclusion would be the 
more flattering to Mr. Bilson as a man of honour, 
but it would be less flattering to him as a careful 
student of the subject which he has undertaken to 
discuss. 

While I am more than prepared to meet Mr. 
Bilson on his self-chosen battle-ground of deflected 
plans and vertical curves, and while I realise deeply 
the importance of meeting him squarely and fairly 
on the questions raised for the Amiens Cathedral, 
I must, in the first instance, protest, by the most 
emphatic, explicit, and carefully detailed explana- 
tion of which I am capable, against his prepos- 
terous assertion that his argument on the Cathedral 
of Amiens covers all the other French churches 
which I have examined, and that his argument on 
the French exhibits covers the ground of the Edin- 
burgh Exhibition. 

Mr. Bilson’s method of procedure reminds me 
of the emperor Caligula, who wished that all his 


* Vol. vii. No. 1; quoted in the Edinburgh Bibliography ; 
not quoted by Mr. Bilson. 

t+ Archéologie, i. 326, with a list of instances; another 
allusion at p. 23. 

Edinburgh Catalogue, pp. 9, 10 ; Architectural Record, 
vol. vii. No. 1 (1897). 
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enemies had but one neck in order that he might 
behead them with a single blow. ‘lo quote the 
exact words of Mr. Bilson: “I now turn to the 
Cathedral of Amiens, which I have selected for a 
detailed examination of Mr. Goodyear’s observa- 
tions and theories.” 

A very considerable ignorance of these observa- 
tions and theories looms from that sentence, and 
inevitably pervades the article, which turns on the 
axis of such a preamble, and this ignorance I have 
just instanced for three notable classes of pheno- 
mena. 

I therefore propose to examine quite thoroughly 
Mr. Bilson’s equipment for his undertaking to 
make a “detailed examination of Mr. Goodyear’s 
observations and theories’’ by the extraordinary 
method of testing them in block on a cathedral in 
which, according to the consent of all parties, only 
one form of refinement, if any, appears, and I ac- 
cordingly note the following Edinburgh exhibits 
and related publications as being wholly overlooked 
by Mr. Bilson, in addition to his omissions already 
mentioned. 

In 1898 I published, as a portion of my report 
on the Brooklyn Museum expedition of 1895, 
elaborate surveys and specially made detail photo- 
graphs of the asymmetries in elevation of the 
north and south walls of the Pisa Cathedral, in- 
cluding the great string-course which separates the 
two stories, and all the masonry courses below and 
above this string-course, as connected with the 
construction of the facade.* 

This facade, which does not project at the apex 
beyond the heavy pilaster bases at the angles, 
leans forward a foot (0°97) in the first story, steps 
back half a foot (0°56) at the second story, leans 
forward a foot (0°97) in the first gallery (second 
story), leans forward an inch (0°10) in the second 
gallery, and is exactly perpendicular in the two 
upper galleries. The suggestion of two succes- 
sive subsidences during construction and before 
the subsequent erection of the two perpendicular 
upper galleries was negatived by an elaborate 
series of surveys and photographs in the Edin- 
bureh Exhibition, which were the originals of 
those published as described. The facts showing 
constructive intention, as announced by me (ori- 
sinally in 1874), have been carefully examined and 
certified by the architect in charge of the Cathedral, 
Signor Annibale Messerini. Baron H. von Gey- 
miiller, who, as the architectural editor of Burek- 
hardt’s Cicerone, ranks as the foremost authority 
in Germany on the architectural history of Italy, 
wrote me as follows regarding this article :— 

Baden-Baden, 7th January 1904. 

Drar Sm,—It was only yesterday that I succeeded in 
reading your interesting study concerning the Leaning 
Tower of Pisa in the Architectural Record, vol. vii. No. 3. 
Allow me to tell you that you have entirely converted me 


* The Problem of the Leaning Tower of Pisa, A rchitec- 
tural Record, vol. vii. No. 3. Not quoted by Mr. Bilson. 
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concerning the cathedral. I had noticed those lines of 
the aisles outside, but never studied the reasons. I naturally 
considered it was the bad ground, as I had been taught to 
believe in the Vasari explanation of the Leaning Tower. 
The courage of those masons who dared to continue 
seemed to me quite wonderful. Your study has opened my 
eyes, and I am very grateful for the benetit received. As 
for the reasons why they did in the cathedral what we see 
I am less convinced than as concerning the intentional 
building so. But you may be right also in what you say 
on this point.—Believe me to be, dear Sir, yours very truly 
Banon H. von Greymitier, Architect. 


Does Mr. Bilson’s silence on this topic outweigh 
the utterance of Baron von Geymiiller ? * 

In 1902 I published an article on “ A Renaissance 
Leaning Facade at Genoa.’ The certificate of the 
architect in charge has been published and the re- 
lated exhibits were shown at Edinburgh.t 

M. Choisy wrote me regarding this article as 
follows, under date of 7th December 1904 :— 


“Au point de vue de l'histoire des recherches d’effet dans 
l'art occidental, St. Ambroise de Génes est une trouvaille. 
Voila un cas ott la déformation systématique est indéniable ; 
les bases de pilastre qui ne se retournent pas d’équerre 
témoignent leur intention; la facade se penche vers le 
spectateur comme le tableau d’une galérie.” 


Does Mr. Bilson’s silence about S. Ambrogio at 
Genoa outweigh the utterance of M. Choisy ? 

In 1902 I also published an article ¢ containing 
a series of measurements taken in the spiral stair- 
way of the Leaning Tower of Pisa, showing that 
the stairway rises in height towards the leaning 
side, through the first story, 12 inches; that it 
declines in height away from the leaning side, 
through the second story, 8 inches ; that it again 
rises in height towards the leaning side, through 
the third story, 7 inches ; and that it again declines 
in height away from the leaning side, in the fourth 


* T have published various instances, to be subsequently 
mentioned, of apparent relations between some of the 
Pisanesque refinements and those of antiquity. Vitruvius 
directs that the pediment of the temple should be leaned 
forward, and says that it otherwise would appear to lean 
backward. It may be that we have at Pisa a survival or 
modification of such a practice or a practice based upon 
similar considerations. The forward projection of the 
upper facade, amounting to about 17 inches, when com- 
pared with the lower surface of the first story, has been 
carefully kept within the limit of safety, because it does 
not project beyond the outer line of the massive pilaster 
bases at theangles. Considered as a constructive unit, and 
with reference to these supports, the facade is constructively 
secure. ‘The inclination is inconspicuous, and has been 
generally unknown except as annonnced by my publica- 
tions. For instance the gentleman who was in charge of 
the monuments of the district in 1895, and who is an 
authority on Pisan art, was not aware of it in that year. 
It was also unknown to the architect in charge of repairs 
in 1906, who subsequently in that year certified to the 
facts as examined by him in my company. 

+ Architectural Record, vol. xii. No. 6; also published as 
Musewn Memoir, No. 1 (Macmillan). Neither publication 
is quoted by Mr. Bilson. 

t~ Journal of the Archeological Institute of America, 
vol. vi. No. 2, new series. Not quoted by Mr. Bilson. 
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story, 12 inches.* These measurements support 
the contention and arguments of Ranieri Grassi 
(1837), and of other observers, as to the intentional 
construction of the Leaning Tower, by the argument 
that a spiral stairway could not alternately and 
gradually rise and decrease in height without a 
motive, and that the only assignable motive would 
be to decrease the weight of masonry on the leaning 
side and to increase it on the side opposed to the 
lean, thus indicating an intentional construction. 
The Building News and Engineering Journal of 
22nd September 1905 says that I have proved “ that 
the tower was built as it now stands.” Does Mr. 
Bilson’s silence on this subject outweigh the utter- 
ance of the Editor of the Building News ? 

In 1905 I analysed the levels of the great string- 
course of the Pisa Cathedral * with fourteen exhibits, 
showing that the surface level descends from the 
north-west angle to the south-east angle of the 
cathedral 3°02 feet, showing that the string-course 
descends 4°56 feet between the same angles, show- 
ing that the string-courses of the north and south 
sides each fall 2 feet towards the transept, showing 
that the string-courses of the transepts adjoining 
these walls both rise 6 inches away from them in 
opposed direction, and that the string-course of the 
various sections of the building is from these points 
built to the slope of the surface as reaching its lowest 
point at the south-east angle of the choir. The 
levels of the Pisa string-course are the most import- 
ant contribution ever made to the study of the Pisan 
Romanesque asymmetries, and they are absolutely 
without a parallel in any other medieval building 
known to me. 

Does Mr. Bilson’s silence on this subject outweigh 
the authority of Signor Annibale Messerini, archi- 
tect in charge of the Pisa Cathedral repairs, whose 
certificate on the obliquities of the string-course has 
been published ? 

The query thus rises: Are all these various 
observations to be thrown out of court by Mr. 
Bilson’s argument about deflected plans and ver- 
tical curves? Is the standing of Mr. Bilson as 
an authority on the Pisan Romanesque such as to 
justify him in tacitly condemning wholesale, by ¢ 
conspiracy of silence, careful surveys which he has 
never seen and a multitude of publications which 
he has never criticised or quoted? Is not the 
authority of Signor Annibale Messerini, the archi- 
tect in charge of the Pisa Cathedral, to be treated 
with the same respect for questions relating to that 
cathedral as the standing of Mr. Bilson on a ques- 
tion relating to some medieval church which might 
be under his care as repairing architect in Hull? 
The certificate of the architect in charge of repairs 
in a given building may not be an absolutely final 
document, but it certainly deserves mention and 


* The measurements as given here vary slightly from 
those of the Edinburgh cartoon, which was hastily pre- 
pared without access to the original memoranda. 

t Edinburgh Catalogue, pp. 40-45. 
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respect when such remarkable observations are in 
question. 

I now once more recur to Mr. Bilson’s prefatory 
classification and to his assertion that “it covers 
the great majority of the examples” noted in my 
publications, and that “those which it does not 
include are not material to the examination which 
is the immediate object in view.” Mr. Bilson’s 
opinion has also been quoted to the effect that “ the 
chief value of Mr. Goodyear’s investigations will 
be found in the fact that they repeatedly afford in 
themselves evidence in disproof of the theories 
which he bases upon them.’ The object of his 
Paper “ is to give a definite answer ’’ to the question 
whether they do or do not. 

As far as we have proceeded in the subject, Mr. 
Bilson’s “ definite answer ’’ has been to say nothing 
at all. We congratulate Mr. Bilson on the dis- 
covery of a great “refinement,” not, to be sure, in 
architecture, but at least in architectural criticism. 
Considering the number and importance of the 
phenomena which Mr. Bilson has ignored it can 
hardly be said that his performance is equal to his 
promise. 

After our sketch, as so far given, of Mr. Dilson’s 
shortcomings in describing the scope of the Edin- 
burgh Exhibition we shall approach his “ Class I.” 
with some trepidation as to his mastery of the topic, 
which he specifies as follows :—“ 1. Obliquity of 
alignment in plan, including want of parallelism in 
walls and piers, deflections of axis, curves of align- 
ment (stated as uncommon in medieval churches) 
and asymmetric plans generally.” 

Our critic confines his discussion of “asym- 
metric plans generally,’ and of all the phenomena 
above mentioned, to a single class, viz. the deflec- 
tions of axis. He does not admit that there are any 
constructive phenomena outside of the explanations 
which, in his view, cover these deflections. His 
complaint regarding my own method is that I 
“appear to treat each building as if it were the 
product of a single mind, constructed in a single 
building campaign.’ As opposed to this method 
he reminds us that “ the great majority of the 
larger churches of the Middle Ages have been built 
on the sites of earlier structures.”’ His next step 
is to take the “most common and simple case, in 
which reconstruction was commenced by the erec- 
tion of a new choir. The old nave would remain 
standing, kept in use as long as possible, and tem- 
porarily closed toward the east till the new choir 
could be occupied. Then the reconstruction of the 
nave would be undertaken, frequently not as a 
whole, but in successive sections of a few bays at 
a time, each section being temporarily partitioned 
off until it was completed. . . . In these cireum- 
stances, and in the absence of such instruments 
as would now be used, it must frequently have 
been a matter of great difficulty to ensure accurate 
setting out, and a trifling initial error might easily 
lead to wide divergence and marked irregularity. 
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And this difficulty would be greatly increased by 
more complicated conditions than the simple ones 
just suggested, such, for example, as the building 
of aisle walls outside of and beyond an existing 
nave, the walls or arcades of which would not be 
taken down until these new aisle walls had been 
carried up, and perhaps only then taken down 
piecemeal as the new piers and arcades were built 
in sections. Is it any matter for surprise that 
under such conditions irregularities or incorrect 
alignment should result? M.de Lasteyrie has 
recently stated his opinion that in the majority of 
cases deviations of axis are the inevitable result of 
the conditions under which the builders of the 
Middle Ages worked.* ”’ 

In considering the above quotaticns IT am neces- 
sarily led to take notice of the few sentences with 
which the Comte de Lasteyrie has honoured me in 
the course of his recent publication, as above re- 
ferred to, and as also again referred to at the 
close of Mr. Bilson’s Paper.t M. de Lasteyrie dis- 
plays the same misunderstanding of my position, 
and the same oversight of the arguments in sup- 
port of it which afflict Mr. Bilson. His publication, 
as a whole, relates to the theory that the deflected 
cathedral choirs symbolise the bending of the head 
of the Saviour on the Cross; but in contending for 
the wholly accidental and fortuitous origin of these 
detlections he is led to consider briefly my own 
alternative suggestion, as also oppose to symbolic 
interpretation, viz. that they were intended to give 
a more picturesque vista and to complicate the 
perspective and optical effects. M. de Lasteyrie’s 
arguments are those which Mr. Bilson has repeated, 
and the arguments of both these gentlemen may 
thus be disposed of at once. 

As preliminary rejoinder it may be said, first, 
that I have never published any plans for Northern 
Europe, and consequently that I have never pub- 
blished cr caused to be surveyed any plan in 
Northern Europe which has a deflected choir; 
secondly, I have never published, and have never 
seen, a deflected medieval choir in Italy, and am 
not aware that there are any in that country, 
with the solitary exception of S. Lanfranco, near 
Pavia.t On the other hand, the numerous plans 
of oblique type whieh the Brooklyn Museum has 
surveyed in Italy belong to a class which has 
never previously been described, analysed, or pub- 
lished.s 

* La déviation de laxe des églises est-elle symbolique ? 
Paris. Libraine C. Slineksieck (1905). 

+ “It may be well to see how these theories of his have 
been received in France”; then quoting the scepticisin of 
de Lasteyrie and Lefévre-Pontalis, but omitting to mention 
the independent announcements of Enlart and Choisy 
which are identical with my own in several directions. 

t+ De Dartein, Etude sur UArchitecture Lombarde, 
pl. 68. St. Peter’s at Rome has a detlected axis, but need 
hardly be quoted here. 

$ The plan at Annaberg is published as having straight 
walls, which are oblique to the fagade, by Dehio and von 
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These plans were first made known through the 
Architectural Record.* All of them were shown 
at Edinburgh, and the circumstances and causes 
of the deficient illustration of the catalogue in 
such particulars have already been explained. 

It is rather amusing to find Mr. Bilson (as just 
quoted) wandering off into a long account of hypo- 
thetical occurrences which have visibly no relation 
to these plans, when a single glance has been 
civen to them. It is more amusing to find him 
quoting from p. 68 of the Hdinburgh Catalogue 
and omitting the passage on the same page which 
states that these oblique Italian plans are unlike 
those with deflected choirs. The Catalogue says, 
as quoted by our critic: “It has been tentatively 
held by various high authorities that the deflected 
choirs of the northern cathedrals are due to build- 
ing at various dates and to imperfect orientation, 
or joining together, of constructions of different 
periods.” But this passage continues, as not 
quoted by our critic: “It will be observed that 
the Italian plans oblique to the facade cannot be 
thus explained. They are very frequently small 
churches of manifestly homogeneous and contem- 
porary construction. In the second place, the plans 
so far illustrated have straight walls which are not 
deflected.” 

We are thus led to point out that Mr. Bilson 
has repeatedly spoken of “oblique’’ and “ de- 
flected’ plans as though the terms were synony- 
mously used in the Hdinburgh Catalogue. In 
so doing he has confounded two types of plans 
which are quite distinct, and one of these types 
has been first made known through the Brooklyn 
Museum surveys. Hence if the terminology 
adopted in speaking of this type be not followed, 
such confusion results as we find in Mr. Bilson’s 
argument. M. de Lasteyrie’s comments on my 
views also fail to notice that his explanation of 
detlected plans, which Mr. Bilson has followed, 
does not apply to those which I have published as 
oblique. The distinction is this: In an “ oblique 
plan ”’ the walls are straight from start to finish, 
but they are not normal to the facade or, in many 
cases, to the terminal wall of the choir. In the 
Italian oblique plans the walls are oblique in one 
and the same direction, generally to the right, but 
at the same time the lines of piers or columns, 
also straight from start to finish, in many cases, 
are generally oblique in opposed directicns as re- 
gards one another, diverging in alignment towards 
the choir, whereas the walls themselves, as far as 
observed, have not been found to be oblique on 


Bezold, pl. 453, book iii. No other oblique plan is known 
to me in Northern Europe. It must be remembered that 
the designation of * oblique” plan, as here used, excludes 
the plans with deflected walls and those with converging 
sides. 

* Mainly in vol. vi. No. 3 (1897), “ Constructive Asym- 
metry in Medieval Italian Churches.” It has already been 
observed that this publication is not mentioned by Mr. 
Bilson. 
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both sides to the facade, although they frequently 
diverge as regards the amount of obliquity in the 
one given direction.* Among such plans are the 
following: Ruvo, obliquity from the normal axis 
of 8 feet, nave widens 2 feet; Troja, obliquity of 
about 8 feet, nave widens 1 foot; S. Nicola at 
Bari, obliquity of 8°60, nave widens 1 foot; 5S. 
Chiara at Assisi, obliquity of 5°80, walls exactly 
parallel (builder’s error of 0°00); Castel 5. Elia, 
near Nepi, obliquity of 8°25, nave alignments 
parallel (builder’s error of 0°15). The Cathedral 
of Cremona is oblique 13 feet on the median line 
drawn from the centre of the main doorway to 
the centre of the apse. This median line divides 
the nave into equal halves, although the nave 
widens 7} feet in the same distance of 200 fect. 
The left aisle widens an additional foot, and the 
right aisle widens 2 feet, so that the outer walls 
widen about 105 feet. Although there are wide 
transepts, the alignment of the piers is true through 
nave and choir, and the walls of the choir are not 
deflected from the alignment found in the walls of 
the nave. 

Thus it will be observed that the debated hypo- 
thetical explanation of Bilson and de Lasteyrie for 


deflected plans, that they are due to screening off 


portions of a church during construction aud to 
the resulting difficulty of continuing a true align- 
ment, does not in the slightest particular cover 
these plans, which are oblique as regards the facade 
and terminal wall of the choir (one or both), but 
which are straight in the alignment of walls and 
of oblique interior arcades. On the other hand, if 
any asymmetric plans appear to be intentional— 
viz. those which have been described, and which 
these gentlemen have not considered and apparently 
have not examined—it is quite evident that the 
suggestion of design for a certain number, at 
least, of deflected choirs could not very well be 
rejected. 

My own suggestion in explanation of the de- 
flected northern choirs was originally reached in 
the following way. Among the Italian basilica 
plans without transepts or exterior indication of 
the choir, there are some small churches having 
exterior straight walls with diverging but straight 
alignment of columns in the nave, and having 
detlected straight alignment of the corresponding 
arcades of the choir. In these small churches the 


* Tt is frequently supposed that areades which widen in 
alignment toward the choir tend to diminish perspective. 
This overlooks the point that the attendant foreshortening 
of the arcades increases perspective effect of distance, and 
is thus contradictory to the effects of line in plan. Con- 
versely, when arcades narrow in plan toward the choir, 
perspective etfect in plan is contradicted by an effect of 
increase in the height of the farther arcades, as compared 
with the effect which would result if the arcades were 
parallel. Generally speaking, asymmetries of plan, if 
intended at all, must have been intended to complicate the 
optical effects, rather than to produce an effect fcr one 
direction only, which was reversed in the opposite direction. 
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theory of incorrect alignment, as due to a screen, 
shipwrecks not only on their size, but also on the 
true alignment of the walls. Thus §. Pietro at 
Toscanella (Byzantine-Romanesque) is less than 
125 feet long. The arcades of the choir are both 
deflected to the right in parallel directions, as com- 
pared with the arcades of the nave, and to the 
extent of 18 inches as compared with the left 
arcade. ‘he arcades of the nave widen 5°50 
toward the choir in straight alignment from start t> 
finish. Both side walls have truealignment. The 
left wallis normal to the facade, and the right wall 
is oblique to the right, only 1:90 for the length of 
the nave, which widens 5°50. 8. Maria at ‘losca- 
nella (Byzantine-Romanesque), less than 100 feet 
long, and $8. Pietro at Assisi (Gothic), less than 
90 feet long, are similar instances as regards an 
interior deflection in the arcades of the choir which 
has no relation to the plan of the exterior walls.* 
These were the churches which originally sug- 
gested an analogy with the deflected choirs of 
Northern Europe, as representing interior deflec- 
tions of the choir which appeared to be the Dar- 
Winian predecessors of the evolution of the exterior 
bends. They are also closely related to the oblique 
plans which are straight throughout in their inte- 
riorand exterior alignment, and thus appear to form 
a connecting link between two other types of plans 
which are in themselves distinct, but which pro- 
duce analogous optical effects. 

It is undoubtedly true that the existence of a 
predetermined asymmetric plan postulates for some 
medieval builders the habitual consideration of 
optical effects. The proof that such effects were 
considered is offered by the existence of medieval 
perspective illusions of varied, and frequently of 
very subtle, character, 

It is also true that the existence of a predeter- 
mined asymmetric plan presupposes an artistic 
pleasure in its effects, and this again postulates the 
absence of an abnormal or over-conspicuous irre- 
gularity. ‘The question thus arises, What amount 
of variation from symmetry is consistent with the 
cptical oversight which produces, even if it did not 
intend, an optical illusion, or which produces such 
a complication of optical effects as to mystify, and 
consequently interest, the eye? On this head it 
muy be said that the plan of Cremona Cathedral 
is published by Dehio and von Bezold as absolutely 
normal and absolutely rectangular and parallel in 
alignment. The actual plan of the Cathedral of 
Cremona has just been described. It thus appears 
that an obliquity of 18 feet and a widening in the 
walls of 105 feet have been disregarded or over- 
looked at Cremona by Dehio and von Bezold, or 
by some other authority from whom they have 
borrowed this plan. Such oversights are an almost 
universal rule in the publication of modern surveys, 


* Measurements and plans of all these churches in the 
quoted article. 
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which are generally carried out on the theory that 
one measurement represents a given dimension 
for the entire church. Thus Reynaud’s Traité 
d’ Architecture publishes §. Maria Novella at 
Florence as having equal bays, when they actually 
diminish toward the choir to a total amount of 
13 feet. In both instances my own observation 
shows that variations up to the mentioned amount 
are not noticed by theeye. In all cases of oblique 
plans it must be remembered that the optical effect 
is invariably translated by the eye into an obliquity 
in elevation. This obliquity already exists optically 
in all horizontal lines which are not seen in parallel 
perspective. Hence the effect of an oblique plan is 
simply to optically decentre the church, to shift in 
some particulars, but not in others, the assumed 
position of the spectator, and to confuse and com- 
plicate the optical effects from any given point of 
view. 

It is certainly not to be expected that critics, such 
as Mr. Bilson, who have ignored the proven exist- 
ence of medieval optical effects in the way of per- 
spective illusions, will be prepared to admit a medi- 
wval practice which presupposes the consideration of 
other optical effects. None the less, the existence of 
perspective illusions in some of the same churches 
which exhibit oblique plans or interior deflection 
of the choir arcades is not to be forgotten by the 
unprejudiced critic. Thus $. Pietro at Assisi, 
which is planned as a perfectly true rectangular 
parallelogram, and which has an interior choir de- 
flection of 1:80, has arches which descend toward 
the choir 2°60 and a pavement which rises toward 
the choir 1:70. The margin of builder’s error, as 
obtained by comparing pairs of measurements in 
the nave, is 0°20. $S. Nicola at Bari, which is 
oblique 8°60 on the median line, has also perspective 
schemes in elevation in the direction of the choir 
of a very pronounced character.* 

‘rom another point of view the oblique plans 
suggest analogies with another class of asymmetries 
which Mr. Bilson has also ignored, and which 
Ruskin and Choisy have considered interesting and 
pre-determined. They display the “ fixed scorn, if 
not dislike, of accuracy in measurements,’ which 
Ruskin pointed out, and they remind us of Choisy’s 
view that, “generally speaking, the architects of 
the Middle Ages avoid formal regularity.’’ It is not 
a long step from my observations of asymmetric 
arcades and of the obliquities in elevation at Pisa 
to thess obliquities in plan, and they invariably 
have similar effects. All of these phenomena were, 
in fact, originally described in the same publication. 
Once more we recur to the point of view, s»> well 
explained by Ruskin and by Choisy, that both 
accepted and designed irregularities represent a 
single mediwval virtue, and that the acceptance of 
local andaccidental variations is a phase of the same 
artistic spirit which also purposely designed them. 


* Section in Architectural Record, vol. vi. No. 2. 
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It is not, however, my mission to argue with 
Mr. Bilson on any points which do not meet his 
own contention. My aim is simply to point out 
that my suggestion regarding deflected choirs was 
based upon some oblique plans which are not de- 
flected, and upon others which are only deflected 
in the interior alignment and not in the exterior 
walls. These plans are palpably not explained by 
Mr. Bilson’s theory. 

Thus by the study of Italian basilica types with 
pertectly straight exterior walls, without transepts, 
and without any choir whatever, as regards exterior 
form, the conclusion has been reached that asym- 
metries of plan were deliberately designed in Italy. 
This conclusion has been extended to externally 
deflected choirs in Northern Europe and has been 
offered as one possible or probable explanation of 
them, without asserting that it includes them all. 
There is not the slightest doubt that local irregu- 
larities of building plots were occasionally accepted 
as determining an asymmetric plan. The bend in 
plan of the Cathedral of Saint Lo is clearly deter- 
mined by the bend in the street. Saint Jean-au- 
Marché at Troyes is another example of a church 
which is certainly built to the bend in the street 
on the south side. It appears, however, doubtful 
that purely local irregularities could explain such 
a vast number of detlected choirs as are known to 
exist in Northern Europe; for the question then 
rises: Why is the bend so frequently found exactly 
at the choir? On the other hand, the hypothetical 
explanation which is offered by Mr. Bilson may 
possibly apply to other individual instances ; but 
since it cannot be invoked to explain the Italian 
plans, there is no reason for straining it to apply 
to all the northern ones. In the case of a screened 
choir or of a screened nave there is no reason why 
external sighting and justification of alignment 
could not be carried out, and this appears to be ¢ 
fatal objection to any very wide occurrence of the 
reasons invoked for a deflected alignment of external 
walls. When a nave was built on toa screened-off 
choir, why could not the masons lay out a true 
right angle from the outside walls of the transepts ? 
When a nave was to be prolonged, why could they 
not pass outside the screen and continue the line 
of the exterior walls ? 

In view of the wonderful engineering accomplish- 
ments of the Middle Ages and of the existence of 
so many instances of severely accurate mediwval 
planning, it would appear that Mr. Bilson’s theory 
lays too much stress on the “ imperfect instruments 
at their command.” M. de Lasteyrie also insists 
on the medieval ignorance of modern instruments 
as an all-sutlicient explanation of the deflections 
which resulted from sereening off an unfinished 
church, but he does not explain how the master- 
masons frequently contrived, in spite of this igno- 
rance, to lay out plans with perfect precision under 
other circumstances. Viollet-le-Duc, however, 
assures us that the medieval masons were consum- 
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mate masters of geometric science, and he attributes 
such knowledge not only to the master-imasons, but 
also to the ordinary workmen who were employed 
on the Gothic cathedrals.* 

The most “ complicated ’’ plan can be surveyed 
with accuracy by the use of a peg, a cord, anda 
measuring tape. It follows that such a plan can 
be laid out accurately with the same “imperfect 
instruments.” Having assisted an accomplished 
surveyor who was employed for several months in 
Italy by the Brooklyn Museum under my direction 
I can speak with authority on this subject. This 
gentleman, Mr. John W. McKecknie, whoalso plotted 
all the Italian surveys, had a complete surveyor’s 
outfit of modern instruments, but frequently found 
it convenient to forgo their use. ‘To establish a 
true rectangle it is sufficient to inscribe two inter- 
secting segments of circles which are drawn with 
a piece of string and a pencil peg, from two oppo- 
site extremities of the same radius, which is the 
base of the procedure, and this radius is generally 
laid down through the centre of the main entrance 
and in true alignment with the facade. From the 
centre of this radius a cord is stretched which 
passes through the point of the intersecting seg- 
ments of circles. This establishes a true rectangle 
and a true normal line. The cord is then stretched 
through the given points to any desired length, 
to establish a longer normal line. All lateral 
measureimentsare then taken to this line, or to points 
established from it. The subsequent procedures 
are matters of simple detail. Having personal 
experience as an interested assistant in this sur- 
veyor’s work, it is within my personal knowledge 
that a true rectangle and a true plan can be laid 
out without any instruments whatever. In the 
case of a walled-off choir all that would be needed 
in planning a correctly aligned nave would be to 
carry out a true normal line through a door in 
the wall, and this normal line could be established 
by the simple procedure which has just been de- 
scribed. 

My own studies of oblique plans have abundantly 
convinced me that no theory excepting that of 
premeditation will explain a number of them, 
knowing how simple a matter it is to lay out a true 
rectangle, and how constantly this was done not 
only in neighbouring and contemporaneous medi- 
eval buildings, but even in the very building 
which may be oblique in other particulars. Thus 
S. Nicola at Bari has sixteen true rectangles in 
deeply recessed doorways in a plan which is 
8°60 feet oblique on the median line. The church 
stands on open ground without contiguous build- 
ings and with wide piazzas on three sides, and there 
is a street on the fourth side from which the plan 
might have been removed to any desired distance. 

* Dictionnaire, ix. p. 204. “ Une méthode pareille exi- 
veait, il est vrai, une pratique trés compléte de la géomctrie, 
non seulement de la part du maitre, mais aussi chez les 
metteurs en @wuvre.” 


Therefore in considering the topic of asymmetric 
plans, the first question to be determined, before 
considering the deilected choirs, is whether any of 
those appear to be intended which are not ex- 
ternally deflected, and the oblique plans which are 
straight as regards the exterior walls and interior 
arcades offer a problem which appears not to have 
dawned on Mr. Bilson as even existing. If he 
should fall back on the suggestion of an obliquity 
of site, after this problem does dawn on him, the 
adverse local arguments and facts in the individual 
cases Which have been surveyed are too numerous 
to mention. It may simply be said that all the 
churches quoted in this Paper, and many others, 
stand absolutely free and isolated as regards sur- 
rounding buildings, and that their oblique align- 
ment of plan has certainly never been caused by 
local asymmetries of the building plots. If scepti- 
cism still insists on this point we have simply to 
appeal to the interior obliquities of straight align- 
ment, in arcades, which ditfer entirely in direction 
from the exterior obliquities. Finally we are able 
to quote normal plans with walls forming true 
rectangles, which are oblique in straight lines as 
revards the interior arcades, and in such cases 
these also generally widen in alignment toward 
the choir. &. Pietro at Assisi thus widens 
1°60 feet with a wholly normal and rectangular 
exterior, and also has a carefully constructed 
oblique apse which is set in a normal terminal 
wall. Orvieto Cathedral widens 0°90 (foot decimal) 
in the piers of the nave, with straight alignment, 
and is normal and rectangular as regards the side 
walls and facade. 

A decisive case of an intentionally devised asym- 
metric plan is found in the transepts of the Pisa 
Cathedral. This instance is not mentioned with 
a view to the conversion of Mr. Bilson, for he is 
presumed to be already acquainted with it, as de- 
scribed in the Rdinburgh Catalogue at p. 31. It 
is mentioned for the benefit of others as an 
instance of the kind of evidence that is insufficient 
to convert Mr. Bilson. These transepts are deli- 
cately fan-shaped, with sides converging toward 
the nave, as shown by the following measure- 
ments :-— 


South Transept. North Transept. 


South wall North wall 
North opening . 56°60 South opening . 50°78 
Convergence to- Convergence to- 

ward the nave 1°03 ward the nave 1:10 


Thus the corresponding measures tally on the 
outer walls of the transepts within 0°25; they 
tally at the openings into the nave within 0°15, 
The measures for convergence tally within 0-07. 
This is the kind of evidence which leads me, in 
spite of Mr. Bilson’s protest, to treat certain 
buildings as though they were and are “ the pro- 
duct of a single mind, constructed in a single 
building campaign.” There is also a simple 
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explanation for this construction as being intended 
for exterior effect, and to exaggerate the optical 
effect of the exterior obliquities in elevation of the 
transept string-courses. These are described in 
the Edinburgh Catalegue in connection with the 
corresponding obliquities in elevation of the great 
string-courses on the side walls. 

A very curious question is finally raised by the 
theories of Bilson and de Lasteyrie as to screens 
and temporary partition walls. If the externally 
deflected choirs of Northern Europe are really ex- 
plained by these theories, how does it happen that 
there are practically none in Italy? Surely the 
conditions described as explaining these choirs 
cannot have been confined t» the northern terri- 
tories ; and if they existed in Italy, why did they 
not produce there many similar exterior deflections ? 
It is expressly declared, by Bilson and de Lasteyrie, 
that their theory does not presuppose gaps of time 
or delays of construction, but that the screening in 
successive sections of partially finished cathedrals 
which were erected with rapidity and within an 
unbroken short period is what caused their deflec- 
tions of exterior plan, as due to the assumed defi- 
ciency of proper instruments. The law of chances 
would not allow us to presume that none of these 
very frequent “ accidents’ happened in Italy, and 
yet when the observations which Mr. Bilson has 
attacked are examined it turns out that the Brooklyn 
Museum surveys have not included any externally 
deflected choirs in their very thorough examination 
of Italian churches.* It is certainly not my inten- 
tion to assert that the modest church of $8. Lan- 
franco, near Pavia, is the solitary instance of an 
externally deflected Italian choir, although it is the 
only one known to me by publication or by obser- 
vation. What can be safely said is this, that none 
of the widely known Italian cathedrals have exter- 
nally deflected choirs, and that many of the widely 
known northern cathedrals notoriously do have 
them. According -to the law of chances and the 
universal practice in cathedral building which Mr. 
Bilson has invoked, this is a most curious state of 
affairs. If it were assumed that the Italian interior 
deflections of choir arcades, as in 8S. Maria and 
S. Pietro at Toscanella, represent a type of earlier 
date and of more refined design, and that the 
external choir deflections represent a later northern 
exaggeration, derived from the more subtle Italian 
system, then the deficiency of deflected choirs in 
Italy would be explained. On the other hand, if 
the oblique Italian plans are accidental, it would 
again be difficult to explain why a considerable 
number of them are not known in Northern Europe, 
and also why they are not more common in Italy. 


* The right wall of S. Maria at Toscanella bends slightly 
at the choir to exaggerate the original obliquity beginning 
at the facade. The church stands in the open country at 
some distance from the walls of the town, and there are 
no contiguous buildings. The other features of the plan 


have no relation to the theory of * crooked sites.” 


INSTITUTE OF 


ARCHITECTS 


BRITISH [9 Now. 1907 
About thirty-five examples only are known at 
present. An examination of French Romanesque 
plans to ascertain if they also present instances 
of choirs which are deflected in interior planning, 
without exterior bends, might throw additional 
light on this subject. At present the known deflected 
choirs of the north appear t» be almost wholly 
Gothic, and the oblique plans cf Italy are mainly 
Romanesque. 

Mr. Bilson has quoted at fourth hand (on two 
occasions), and M.de Lasteyrie has quoted at third 
hand, the story of the architect of Metz who “ died 
of grief and distress ’’ because he was “ashamed of 
having made his work so crooked.”’ M. Anthyme 
Saint-Paul has very justly remarked of this story 
that its value would be much greater if the date of 
the chronicle mentioned by Kraus were known to 
be contemporaneous with the event.* In default 
of assurances on this head we find Mr. Bilson’s 
sarcasm d propos of this tradition rather tedious. 
This sarcasm might have point if I had ever pub- 
lished the plan in Metz, or if I had said or knew 
anything about it. That there were blockheads 
among the medieval builders is possible ; that many 
medivyal builders did not practise refinements is 
certain ; and that some of the blockheads may have 
belonged to their class is probable. 

The contention that deflections of alignment in 
church construction are due to the successive 
screening off of successively constructed portions 
of the church is also curiously oblivious of the 
existence of curves and bends in plan which are 
developed above the ground plan, and without 
occurring there. lor optical effects these would 
be equally effective as found above the level of the 
eye. For instance, there are parallel curves in 
plan in the gallery parapets of the Pisa Cathedral 
which are not found in the alignment of the nave 
columns. The curves are convex to the nave on 
the north and concave to the nave on the south. 
Hence these curves, being parallel, are counter to 
thrust from the south aisle vaulting, and thrust 
from the aisle vaulting cannot consequently be 
invoked to explain either of them. The Cathedral 
of Rheims has curves in plan on both sides, convex 
to exterior, which measure 10 inches deflection to 
a side at the clerestory parapet, whereas the align- 
ment of the piers of the nave and of the exterior 
walls of the aisles is perfectly rectilinear. Mani- 
festly the theory of a screened-off church as ex- 
plaining incorrect alignment cannot be invoked for 
a gallery or a clerestory when it does not apply to 
the ground plan, while the very proposal of such a 
theory concedes to the mediwval mason the ability 


* Bulletin Monumental, 1906; M. Anthyme Saint-Paul, 
Les Irrégularités de Plan dans les Eglises, p. 135. “ Sur 
ce texte, néanmoins, j’aurais souhaité un supplément 
(information, car il perdrait singuli¢rement de valeur s’il 
n’était pas contemporain ou trés voisin de la période 
1371 1409, qui est celle de la construction de 1’édifice, si 
ce netait quun fertur, un écho dune tradition populaire.” 
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to build in true alignmené when there was no defi- 
nite cause to the contrary. 

On the whole topic of horizontal curves which 
we are thus led to take up Mr. Bilson is silent as 
the grave. He disposes of the subject in six words 
by the parenthesis which has been quoted, referring 
to the Edinburgh Catalogue for the fact that 
curves of alignment “are uncommon in medieval 
churches.” Here is one more occasion for taking 
exception to the character of this *‘ definite answer ”’ 
to the teaching of the Edinburgh Exhibition. That 
a critic has a right to choose his own ground, that 
he has a right to bear hard on one point and neglect 
another, all this is true; but he has no right in 
so doing to make a pretence of disposing thoroughly 
of questions which he entirely ignores. If it has 
been said in the Edinburgh Catalogue that hori- 
zontal curves are “uncommon in medieval 
churches,” it has also been said that they are most 
rumerous in the buildings which are otherwise the 
most remarkable for their refinements, and that 
their rarity, apart from such buildings, is an indi- 
“ation that they are not accidental in these. It has 
also been pointed out that these curves indicate an 
historical connection, in actual builder’s practice, 
as between some of the refinements of antiquity 
and some refinements of the Middle Ages. 

The evidence for this connection was the intro- 
ductory subject of the Edinburgh Exhibition. The 
Building News of 22nd September 1905 says that : 
“in spite of considerable lapses of time between 
the examples the series is tolerably convincing.” 
How can the teaching of the exhibition be refuted 
by an answer which not only slights this evidence, 
but which even ignores its existence? The Build- 
ing News says: “Of the existence of the curves 
and of their being in a great many instances due 
to some preconceived plan, and not to mere acci- 
dent, the present exhibition is evidence enough.” 
Mr. Bilson certainly is privileged to doubt this 
statement, even although he has not examined the 
exhibits, but he is not privileged to misrepresent 
the Catalogue by a misleading quotation. Under 
the argument from which that quotation is taken 
the curves in plan of the cloisters of Verona and 
Bologna are catalogued as repeating the curves in 
plan of the second temple court at Medinet Habou. 
Under that argument the curves in plan of the 
Maison Carrée at Nimes and of Piestum are cata- 
lozuedas preceding and explaining those of $. Sophia 
at Constantinople. The quotation is connected with 
an argument describing the curves of 5. Apo!linare 
Nuovo at Ravenna, of S. Donato at Genoa, of the 
Fiesole Cathedral, of the Pisa Cathedral, and of 
St. Mark’s at Venice, as related historically to the 
curves of antiquity through Byzantine Greek trans- 
mission. 

The first fourteen exhibits of the Edinburgh 
Exhibition were wholly devoted to this subject, and 
the entire number of exhibits for horizontal curves 
was thirty-eight. The “Index of Exhibits accord- 


ing to Subject-matter’’ specifies nineteen buildings 
for curves and bends in plan and for curves and 
bends in elevation. Of these buildings “sixteen 
represented true curves in plan as distinct from 
bends. ‘Thus more than one-third of all the Italian 
buildings and more than one-fourth of the entire 
total of buildings in the exhibition were represented 
by exhibits for curves in plan. Mr. Bilson’s paren- 
thetic and solitary allusion to curves as stated to be 
“uncommon in medieval churches "’ thus ignores 
a refinement which was represented in the exhibi- 
tion by as large a number of buildings as the 
averege allotted to any other single class of pheno- 
mena, and only slightly exceeded by the number 
allotted to perspective illusions. 

Curves in plan which are parallel, including 
parallel curves which begin at the foundations, were 
repeatedly instanced in the exhibition. Such parallel 
curves can never be due to thrust, for in these cases 
the causes of thrust are always eliminated on one 
side of the given church. It is for Mr. Bilson to 
explain how a series of mistakes in alignment due 
to screening off successive portions of a church 
during construction can be invoked to explain the 
parallel curves of S. Apollinare Nuovo at Ravenna. 
As to the cloister curves of Bologna and Verona, 
which are convex to the centre of the court, and 
which begin at the foundations of the walls and 
parapets, the “ definite answer ”’ is once more, total 
silence.* 

Let us now examine more carefully and requote, 
for that purpose, our critic’s opinion, that “ the 
chief value of Mr. Goodyear’s investigations will 
be found in the fact that they repeatedly afford in 
themselves evidence in disproof of the theories 
which he bases upon them.’’ For we are now able 
to estimate the slender knowledge of the Edinburgh 
Exhibition upon which Mr. Bilson has based his 
“criticism” of its “ teaching.” Upon this same 
slender knowledge must consequently rest his com- 
plaint regardingmy “neglect of historical material,” 
which is very formally made as follows :— 

“It is curious to observe how little considera- 
tions of this kind (viz. regarding documentary his- 
tory, regarding repairs and renewals, and regarding 
existing condition of the building) seem to have 
influenced Mr. Goodyear in his investigations.” 

This sweeping general assertion loses a consider- 
able amount of its importance when we have ascer- 
tained exactly what Mr. Bilson is talking about, 
and, above all, when we are able to show what Mr. 
Bilson has not been talking about. So far as the 

* None of my publications on horizontal curves are 
mentioned by Mr. Bilson’s bibliography. They are as 
tollows:-—*‘ A Discovery of Horizontal Curves in the Maison 
Carée at Nimes,” including observations in Egypt (Archi- 
tectural Record, vol. iv. No. 4 [1895}); “A Discovery of 
Horizontal Curves in Medieval Italian Architecture ” 
(Architectural Record, vol. vi. No. 2 [1897}) ; * Architec- 
tural Refinements in Italian Churches”’ (Journal of the 
Archeological Institute of America, vol. vi. No. 2, New 
Series [1902)). 
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Edinburgh exhibits have been considered in con- 
nection with his review of them, it is clear that 
this imputation must fall to the ground; for the 
double reason that it is evidently misplaced when 
the character of the evidence is considered, and 
that Mr. Bilson does not himself control the subject- 
matter in such a way as to justify him in having 
anything to say about it. 

The index of the Edinburgh Catalogue specifies 
sixty-one buildings as represented in the exhibition, 
and if the “index according to subject-matter ’’ be 
examined, it will appear that forty-six of these 
buildings have been so far covered by the various 
subdivisions of this rejoinder. ‘Three of these 
forty-six buildings, the Pisa Cathedral, S. Maria 
della Pieve at Arezzo, and the Cathedral of Trani, 
also figure, however, in the list for vertical curves, 
. or for the delicate horse-shoe form in construction 
of the nave, making a total of eighteen buildings 
in this latter class. 

We may thus estimate the weakness of the 
pedestal upon which Mr. Bilson has reared the 
fabric of his “ criticism ”’ ; for whatever significance 
this criticism may have can only relate to a single 
class of phenomena out of the many which have 
been described. If there be any substance what- 
ever in his Paper it must be sought among these 
remaining eighteen buildings, and we will now pro- 
ceed to search for that substance in this quarter. 

At the opening of our rejoinder it appeared 
that Mr. Bilson had rather hastily classified the 
“oreat majority’ of the Edinburgh exhibits in 
two divisions, viz. asymmetric plans, as just dis- 
posed of, and a second class, which he thus de- 
scribes :- 

“Walls, piers, and columns out of plumb, 
sometimes straight, but more generally described 
as ‘ vertical curves.’”’ Under this vaguely alarming 
but not very explicit caption, our critic’s general 
introductory remarks are as follows (after closing 
his argument on asymmetric plans with the story 
of the architect of Metz): “ It is equally impcssible, 
however, to arrive at any satisfactory conclusion 
with regard to the irregularities included in Class II. 
(which Mr. Gcodyear describes as ‘ vertical curves,’ 
‘widening refinements,’ ‘ parallel leans,’ &c.) if 
they are to be regarded simply as isolated facts. 
They, tco, must be considered in their relation to 
many other facts which go to make up the story of 
the structure. We must not only know the archi 
tectural history of the building in question, and 
the precise order in which the various parts were 
erected, but we must study its structure, in order 
to judge how far the problems of unequal loading, 
abutment cf vaults and arches, &c., have been 
successfully solved, and what weaknesses would be 
liable to develop from any defects of design and 
construction ; we must exhaust the documentary 
history of the structure, from its erection up to th 
present day, in order to ascertain what repairs, re- 
newals, or alterations have been carried out, and 
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the reasons for their execution; and, finally, we 
must carefully examine the building in its existing 
condition in order to detect any indication of move- 
ment in the fabric. Then, and then only, shall 
we be ina position to understand the real cause 
and meaning cof these ‘ refinements.’ ”’ 

This rather pompous programme may be con- 
densed to the self-evident statement that we ought 
to be sure that there has been no thrust and no 
other accidental movement before the vertical 
curves or the horse-shoe form cf nave construction 
can be announced as refinements. 

Mr. Bilson’s ‘method of attack on the observa- 
tions for vertical curves, and for the horse-shoe 
form in nave construction, appears to be not 
wholly justifiable. This method consists in 
wholly ignoring sixteen out of eighteen churches 
which were illustrated by large photographs at 
Edinburgh for these refinements ;* in suppressing 
all of the various forms of evidence which were 
represented by these sixteen churches, and in 
omitting from his alleged bibliography all my 
publications for the numerous Italian churches in 
which these phenomena were first observed and 
originally described (including two of the most 
famous cathedrals in Italy, which have been 
formally and officially verified as constructive in- 
stances of my “theories”’ by the architects in 
charge of repairs in the given churches). 

The philosophy underlying this procedure ap- 
pears to be the assumption that no chain is 
stronger than its weakest link, or the link which 
appears to be weakest to our critic. It must be 
remembered, however, that Mr. Bilson’s argument 
rests entirely on the suppressed premise of the in- 
herent improbability of the asserted facts. If asingle 
case of mediwval vertical curves or of medieval 
horse-shoe construction of the nave be demonstrated 
to exist, this inherent ‘mprobability disappears, and 
it immediately becomes not only probable, but 
absolutely certain that other cases will be found. 
In the search for these other cases it might occur 
that an over-enthusiastic investigator had included 
unsatisfactory evidence, or mistakes of observation, 
or cases of accidental movement; but if right in 
any case the general contention for the existence 
of such a mediwval refinement weuld still be esta- 
blished, and this is, of course, the only matter 
really in debate. 

Mr. Bilson, however, insists that all my eggs are 
in the one basket at Amiens, and that he has broken 
them all there; but in the same breath, and with 
enviable self-assurance, he explains that his reason 
for confining his attack in detail to a single cathe- 
dval is the fact that the large number of “ churches 
covered by his (my) investigations renders it diffi- 
cult to test his theories in each particular building.” 

* Beauvais, Noyon, and Saint-Remi at Rheims were not 
included in the Edinburgh exhibits. The Cathedrals of 
Paris and Amiens are the only other buildings which are 
mentioned by Mr. Bilson. 
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Therefore, the argument continues, in effect, I 
shall test his theories on a single church and you 
may take my personal word for it that “ equally 
conclusive proof’ could be found in all other cases 
“that their refinements exist only in Mr. Good- 
year’s imagination”’ if M. Durand would only 
write the necessary monographs. 

The upshot of the matter is this, if Mr. Bilson’s 
standpoint be accepted, that none of the evidence 
is worth consideration because one kind of evi- 
dence is mistaken or insufficient. But from my 
point of view there was no instance represented by 
photographs at Edinburgh for the given phenomena 
in which the individual building did not offer some 
new and distinct constructive feature in favour of 
the general thesis. 

From my point of view there was not a single 
building illustrated in which the existence of re- 
pair or reconstruction of the vaulting, if demon- 
strated by documentary history, would throw this 
submitted constructive evidence out of court. 

It has never been claimed that the horse-shoe 
widening and the vertical curves were a talisman 
or magic formula, involving the necessary preserva- 
tion of a vaulting or ensuring it against the need of 
repair. On the contrary, it is morally certain that 
since the tradition of such construction was lost 
sight of, many repairs have been carried out simply 
because the widening horse-shoe form has been 
ignorantly described to thrust. It is self-evident, 
assuming vertical cerves or horse-shoe widening 
to have been constructed, that the buildings which 
exhibit them were not less subject to decay or 
downfall than their fellows. It is self-evident that, 
when the tradition of such a system of construction 
had been lost, these particular buildings would be 
more exposed than any others to wholesale and 
brutal repairs, or to unnecessary rebuilding. Hence 
it is begging the argument to assume that every 
documentary account of a repair in piers or vault- 
ings applies purely to a weakness in the building, 
which weakness such a curve cr widening is 
assumed to represent. 

This is the suppressed premise in Mr. Bilson’s 
citation of repairs and rebuilding at Beauvais, Noyon, 
and Saint-Remi at Rheims. It did not, however, 
occur to him to mention that these buildings were 
not included in the exhibits at Edinburgh, or to 
inquire what the reason for this omission may have 
been. This reason was that there were at least 
eighteen better cases,* as regards visibly construc- 
tive evidence for this particular class of phenomena, 
and that the limitations of space involved the omis- 
sion of much evidence in more than one direction. 

It would be unreasonable to suppose that im- 
pregnable constructive evidence could be furnished 


* This was written before the recent photographic sur- 
veys at Noyon and in Saint-Remi at Rheims. 

t+ The arrangement with the Edinburgh Architectural 
Association was for 450 feet of linear hanging. The 
exhibits actually covered 550 linear feet. 
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for all the cited instances of these particular phe- 
nomena. Some of these instances must take their 
chances as debatable cases long after the general 
facts are accepted. As the number of definitely 
proven instances increases, so will the tendency of 
scepticism decrease to contest every individual 
instance which is not definitely proven. As to the 
mentioned churches, which were excluded (with 
many others) from the Edinburgh Exhibition, the 
citations which I have made in publication of 
Beauvais have been extremely guarded.* My de- 
fence of all these churches will be involved in my 
account of some general facts which are also vital 
to the argument regarding the Cathedrals of Amiens 
and Paris, and these last are the only churches of 
the entire Edinburgh series of eighteen which Mr. 
Bilson has mentioned in any portion of his “ criti- 
cism,”’ incredible as this may appear to those who 
have not carefully studied his review. A brief ac- 
count of the special publications in this particular 
field of the investigation, which have been over- 
looked by Mr. Bilson, is consequently in order here. 

Among the seven Architectural Record articles 
which formed the original report on the Brooklyn 
Museum surveys of 1895, was the one on the 
medieval Italian columnar and pilaster entasis, 
already mentioned as having been ignored by Mr. 
Bilson. In this Paper an entasis (vertical curve) 
in medieval engaged columnar forms and pilasters 
was shown to be related to a mediwval columnar 
entasis, which was then also for the first time (as 
far as my knowledge goes) announced in publica- 
tion.t These facts were found to have analogies 
and counterparts in the Italian Renaissance in 
monuments for which the similar facts never have 
been, and never will be, disputed.= 

The report was then continued by an article 
entitled “An Echo from Evelyn’s Diary.” This 
article was devoted to the attenuated horse-shoe 
form in nave construction (otherwise the so-called 
“widening refinement’’) as found both with and 
without the vertical curves or entasis. This was 
the first detailed acccunt of the class of observa- 
tions in which the Cathedral of Amiens has been 
subsequently included (the quoted title drew atten- 
tion to Evelyn’s mention that two Englisharchitects 
of the seventeenth century, Chicheley and Pratt, 
had considered an outward widening of the “ maine 
walls ’’ $ of the Old $. Paul's as intended for optical 
effect). 

I was by no means unexpectant of the general 
scepticism which wight await these announce- 


* «The accident at Beauvais is not to be overlooked ” 
(p. 125, Edinburgh Catalogue). 

t The existence of the columnar entasis was inde- 
pendently announced by M. Enlart at a later date. 

t Notably the Teatro Olimpico at Vicenza, the Church of 
S. Stefano at Vicenza, and still more notably the Church 
of S. Giorgio Maggiore at Venice. ‘Two of these buildings 
are by Palladio, and 8. Stefano belongs to his school. 

Supposably 1eferring to the clerestory. 
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ments, and special stress was therefore laid upon 
the fact that they were corroborated by Mr. John 
W. McKecknie, the expert in architectural engi- 
neering construction who had been employed by 
the Brooklyn Museum to act as my assistant in 
1895. His certificate as engineering expert was 
included in this article. This publication is also 
excluded from the Bilson bibliography.* 

It was not until 1901 that an opportunity was 
offered to continue the investigation ; but when this 
opportunity was offered I made a trip to Italy, 
mainly to establish relations with the architects in 
charge of repairs of the Pisa Cathedral and of 
St. Mark’s, and to make additional photographs and 
measurements of the Italian churches described in 
the “Echo from Evelyn’s Diary.’ Another year 
elapsed before my museum routine work allowed 
me to publish the results of this expedition, includ- 
ing the certificates of Signor Annibale Messerini 
for the constructive vertical curves and other 
refinements at Pisa and of Commendatore Pietro 
Saccardo for the constructive horse-shoe form in 
the nave and transepts of St. Mark’s. These cer- 
tificates were published in the Brooklyn Museum 
Memoir, No. 2, a monograph of 111 pages, with 
44 illustrations and 14 plans. This publication is 
also not mentioned by Mr. Bilson. 

In 1903 an opportunity was offered to resume 
the investigation, and this was the first occasion 
when it was possible to examine the Byzantine 
churches at Constantinople and the Gothic cathe- 
drals of Northern France. Mr. Bilson’s biblio- 
graphy is wholly confined to the publications con- 
cerning this latter expedition. How far his success 
in dealing with the research at Amiens justifies 
such a procedure has now to be determined. 

The suppressed premise in Mr. Bilson’s argument 
on the Cathedral at Amiens, as implied in his whole- 
sale exclusion of other evidence, and in suppressing 
mention of the existence of the various publications 
which have been cited, is this: “If the vaulting 
thrust at Amiens accounts for the phenomena there, 
it will account for all the phenomena clsewhere.”’ 
I propose to meet his argument in both particulars ; 
by showing that the vaulting thrust at Amiens does 
not account for the phenomena there, and by show- 
ing that the phenomena occur elsewhere where 
there is no vaulting thrust, and that they occur 
again in other cases where the thrust is opposed to 
the receding surface. Once more, therefore, will 
appear that same indifference or ignorance as to the 
existence of crucial cases, not covered by his own 


* Architectural Record, vol. vii. No. 2 (1897), An Echo 
from Evelyn’s Diary.” 

+ The Architectural Refinements of St. Mark’s, Venice ; 
with Remarks on other Churches showing a Similar 
System of Leaning Verticals, especially those in Orvieto, 
Vicenza, Milan, Pavia, Bologna, and Arezzo, and includ- 
ing the Renaissance Church of S. Giorgio Maggiore at 
Venice. (New York: Macmillan.) As the title indicates, 
this Memoir was an effort to summarise the evidence for all 
parts of Italy for this particular system of construction. 
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argument, which has been demonstrated to be Mr. 
Bilson’s constitutional debility as a critic through- 
out this controversy. 

At Amiens Mr. Bilson is at fault in his facts, 
and therefore in his conclusions. But wholly aside 
from Amiens, where the enormous altitude and 
large dimensions of the cathedral surround the ob- 
taining of accurate measurements for the verticals 
with undeniable and tremendous difticulties, Mr. 
Bilson’s neglect of proven constructive facts must 
now be illustrated by tangible examples. 

The Cathedral of Trani is an unvaulted basilica 
with timber ceiling. It has a light “triumphal 
arch’ at the opening of the nave into the tran- 
sept, which also forms the choir. The wholly in- 
considerable thrust of this arch is buttressed by 
the transept walls on either side. The shafts which 
support this arch are attached to these walls and 
widen delicately and continuously from the pave- 
ment up, in straight lines, which diverge at the 
capitals only 10 to 12 inches, as compared with 
the width at the bases, in a height of 48 feet, and 
the width between piers is only 25 feet at the bases. 
The facts are corroborated by Mr. McKecknie, who 
photographed them in 1895, and have been men- 
tioned and illustrated in each of the publications 
which have just been quoted. They were also illus- 
trated at Edinburgh.* Is it Mr. Bilson, or is it I, 
who is indifferent to the problems of “loading 
and abutment of arches”’ in this instance? That 
these two shafts can slope outward in an even and 
regular manner to the amount of only 5 to 6 
inches on each side, in slopes beginning at the 
bases and rising throughout the entire vertical 
height of 48 feet, from any accidental cause, is im- 
possible. It is insulting to the intelligence of any 
expert even to suggest the hypothesis of accident. 

This delicate widening in attenuated horse-shoe 
form, and under equally convincing conditions as 
regards thrust or subsidence, is a widespread ap- 
pearance in mediwval churches. Many examples 
have been published, but Mr. Bilson’s only reply is 
that the large number of churches covered by my 
investigations renders it difficult to test my 
theories in each particular building. In other 
words he refuses to consider the case at Trani 
because there are others like it. 

Trani is thus an example of a perfectly simple 
proposition in physics and in engineering con- 
struction. It is not contended that the arch at 
Trani has never been repaired. I know nothing 
about it, and the consultation of documentary his- 
tory or the publication of a monograph in two 
heavy volumes about this church could not pos- 

* Exhibit 223. “ When the absence of vaulting, the 
inconsiderable thrust of the arch, and the resistance of 
the deep transept walls are considered with reference to 
the diverging verticals, which rise in straight lines from 
the pavement up, it is evident that we have here a con- 
structive refinement, and that an accidental movement 
cannot be invoked to explain the divergence.” 
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sibly affect this problem. The proposition is 
simply this, that under the given conditions thrust 
could not operate to produce a slope of such deli- 
cacy and such uniform character at a distance of 
48 feet below the springing of the arch. In fact 
thrust could not produce any kind of a regular 
slope in such a transverse wall. 

Thus the existence of delicate slopes beginning 
at the pavement, and rising in straight lines to the 
springing of an arch or vaulting, is prima fucte 
good evidence for the existence of the given re- 
finement, wherever the abutment is furnished by 
transverse walls of considerable depth. Thus the 
apses of the Balaban Aga Mesjid at Constanti- 
nople,* of the Capella Palatina at Palermo, of 
Saint-Radegonde at Poitiers, and of the Schotten- 
kirche (Renaissance) at Viennat are examples of 
this class. 

Where the abutment consists of the transverse 
terminal walls of the church aisles, and the out- 
ward slope begins at the pavement and continues 
in straight lines, the same positive evidence is 
found and is again independent of any question of 
repairs. ‘This is the case in Saint-Loup at Chalons. 
The diverging piers at the apse are united with the 
terminal transverse walls of the aisles. This 
widening at the choir is 8 inches in a height of 
27 feet (exhibitt). A widening is found in all the 
piers of the nave, which also diverge in straight 
lines from the pavement up. This church has been 
published with illustrations in all of the publica- 
tions which are quoted by Mr. Bilson, but he 
chooses to ignore it.$ 

Where there is an abutment consisting of the 
transverse walls of the transept and the outward 
slope begins at the pavement and continues upward 
in straight lines, the same kind of evidence is 
found. These are the facts in St. Mary Diaconissa 
at Constantinople (sixth century), in the Church 
of the Monastery of the Chorah at Constantinople 
(eleventh century), in St. Mark’sat Venice, where 
the transept walls abut on the choir and nave, in 


* Edinburgh Catalogue, No. 15, with ill.; Memoir 
No. 4, p. 8, with ill.; Architectural Record, vol. xvi. No. 2, 
p. 122, with ill. 

+ Memoir No. 4, p.65; a Renaissance instance dating 
1638. 

t¢ The word * exhibit,” where subsequently used, refers 
to a series of ninety enlargements, 20 x 24 inches, made 
during the summer of 1907, for use in the preparation of 
the latter part of this Reply, and for exhibition in the 
Brooklyn Museum. These exhibits were shown in Sep- 
tember to various olticers and members of the R.I.B.A. in 
London. A selection from these photographs was shown 
by M. Auguste Choisy at a session of the Académie des 
Inscriptions et Belles-Lettres in Paris on 23rd August. 

§ Edinburgh Catalogue, Nos. 227, 228, 229, two ills. ; 
Memoir No. 4, pp. 11, 12, two ills.; Architectural Record, 
vol. xvi. No. 2, pp. 128, 129, two ills. See also, later on, 
M. Aubertin’s official certificate furnished in 1907 for pub- 
lication in this Reply. 

| Here there is also a constructive stepping back of the 
three upper bands of casing. 


the clerestory transept walls at Amiens,* in the 
crossing piers of Troyes Cathedral, and in the 
eastern crossing piers of Notre-Dame at Paris. 
Although the latter curve slightly it is a curve 
which recedes outward, from the pavement up, 
and may therefore be included with the foregoing 
cases. An especially significant instance of incli- 
nation against the abutment of transept walls is 
furnished by St. Jacques at Rheims (exhibit). 

Leaving Amiens for special later consideration 
we pause for a moment to consider the question of 
repairs and accidents at Troyes as typical for the 
entire class of Mr. Bilson’s objections appealing to 
the existence of repairs. No cathedral in Europe 
has had more misfortunes than Troyes. Hardly 
another has such a discrediting record, unless it 
be Beauvais, if a general history of its accidents 
were set against a general mention of its leaning 
verticals. And yet it is positive that no vaulting 
thrust could operate against the resistance of the 
transept walls in such a way as to carry the crossing 
piers outward so as to slope from the pavement up. 
Still less could it be explained how thrust could 
produce a diminution of the outward slope in the 
upper half of the eastern piers. At the level of the 
clerestory a slight elbow and change of angle to 
diminish the outward slant is seen in each of the 
eastern crossing piers at Troyes, showing that the 
slope, as constructed from the pavement up to that 
point, was changed, because found to involve too 
great a widening if continued as begun (two ex- 
hibits). 

I may allude here, in passing, to Mr. Bilson’s 
ridicule of the lack of uniformity in the treatment 
of the verticals of Notre-Dame. That the shafts of 
the choir curve into the nave instead of away from 
it, like the crossing piers, and that they converge 
(G inches) instead of diverging, may be intended to 
develop by contrast the divergence at the crossing, 
and the arrangement certainly has that result. At 
all events the latter facts cannot be ascribed to 
thrust, and as they are uniform they cannot be 
ascribed to carelessness. Mr. Bilson ridicules the 
lack of uniformity in these arrangements as between 
choir, crossing, and nave. Perhaps a difference of 
period and a change of builders might explain them, 
if I were allowed to take a leaf from the sceptic’s 
own book.+ Another point which Mr. Bilson finds 
ridiculous is that the tower piers at Paris and 
Amiens do not diverge like the piers of the naves.t 
Might it not have appeared unsafe to diverge these 
piers in view of the heavy loading of the towers ? 
There are many churches, however, in which the 
view toward the choir appears to have been the one 
most carefully considered. Generally speaking, the 


* Photographed in 1907. 

+ The crossing piers of the Cathedral of Pisa converge in 
their vertical curves. 

t They diverge, however, in Rheims Cathedral, where 
the tower buttresses are much heavier than they are at 
Paris or Amiens. 
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effort to make the arrangement inconspicuous is 
apparent in the construction of the widening re- 
finement. It is evident that the diminution of 
spread frequently found near the entrance has this 
result, and cn the same principle the absence of 
spread in the tower piers at Paris and Amiens could 
be explained. I fancy, however, that the heavy 
loading of these piers is one important explanation. 
It is easy also to quote churches in which the 
system employed is uniform as between entrance, 
nave, crossing, and choir. Notable examples are 
St. Mark’s and St. Mary Diaconissa,* Rouen 
Cathedral widens to the full amount (about 24 
inches) at the entrance, and has yery little widening 
at the crossing (three exhibits). The variety of 
the phenomena as found in the same church or as 
found in different churches is not all a matter for 
ridicule. It is a matter for serious study. 

We return now to the characteristic feature of 
Notre-Daine for the present phase of the argument, 
viz. the divergence of the eastern crossing piers, as 
being fully as convincing as the widening at Trani 
and as representing the same kind of evidence. 
In Notre-Dame, as at Trani, if the facts are clearly 
understood and clearly realised, it is difficult to 
understand how any building expert can attribute 
these facts to accident. It must, of course, be 
understood that we are speaking of the eastern 
piers, because in them only the divergence starts 
at the pavement and is in lines which are prac- 
tically straight. An outward thrust of the vaulting 
at the crossing could only operate by compressing 
the upper part of the transverse transept wall. 
This compression might conceivably result in a 
crumbling or displacement of the upper transverse 
wall, or the vaulting might conceivably compress 
the resisting transverse wall so as to bend or curve 
the crossing piers for some little distance down- 
ward, but that the force of thrust could operate to 
lean out the piers in lines which are practically 
straight from the pavement up, against the resist- 
ance of the transept walls, is positively incon- 
ceivable. 

Another but analogous form of evidence is 
offered by the churches which widen vertically in 
the nave in straight lines, beginning at the pave- 
ment, against the thrust and massive weight of 
the aisle vaultings. In S$. Ambrogio at Milan the 
piers which carry the vaulting shafts slant verti- 
cally outward throughout the nave from the pave- 
ment up and in straight lines, 6 inches on each 
side, against the thrust of the aisle vaults, which 
are very massive, and which carry massively con- 
structed galleries at a height closely equal to that 
of the nave piers. Thus the piers of the nave 
widen 12 inches in straight lines in opposition to 
the aisle thrusts, and to the heavy loading of the 
galleries above them. That the vaulting thrust of 


* The latter with tl e qualification that the widening is 
in straight lines at the entrance and in bends at the choir. 


the nave has carried these galleries and their heavy 
vaultings bodily outward 6 inches to a side is 
wholly impossible. In fact the suggestion appears 
absurd. ‘That the nave vaultings have been partly 
repaired and partly rebuilt is well known, but it is 
expressly stated by de Dartein th»t the ribs of the 
nave vaulting retained their integrity and survived 
this repair.* 

The Thomaskirche at Strassburg is another 
church of this class. The piers of the nave lean 
outward in straight lines from the pavement up, 
5 inches toa side, against the thrust of aisle vaults, 
which are nearly as high as those of the nave. 
The piers of S. Ouen at Rouen incline outward, in 
straight lines from the pavement up, 65 inches to 
a side (exhibit). Those of Rouen Cathedral incline 
outward a maximum of 12 to 18 inches to a side, in 
straight lines from the pavement up (two exhibits). 
In S$. Ambrogio, in the Thomaskirche, in Rouen 
Cathedral, and a large number of other churches, 
a new form of evidence appears in the aisles, in 
which deep transverse chapel walls with massive 
responds are battered, so as to give a widening 
effect on the exterior side. The 1907 enlargement 
exhibit for the aisle responds of Rouen Cathedral 
shows a maximum inclination of over 8 inches in 
a height of 87 feet. The inclination is in straight 
lines, from the pavement up, against chapel walls 
which are 13 feet deep. It will be understood that 
the quotation of “exhibits” is confined to photo- 
eraphs made during the past summer, and that all 
buildings mentioned in this Paper, and many which 
are not mentioned, are represented in the Brooklyn 
Museum by enlarged photograplis. 

The same battering is found in the responds of 
transverse chapel walls exterior to the aisles, of 
other churches in which the widening of the nave 
begins, not at the pavement, but at the capitals. 

We have thus reached the class of buildings to 
which the Amiens Cathedral belongs, those, viz., 
in which the outward divergence begins at the 
capitals of the piers of the nave, and, first and 
foremost, those are to be considered, like the nave 
and choir of the Cathedral of Amiens (as distinct 
from the curves of its crossing piers), in which the 
divergence is in straight lines from the capitals up. 

Since at the height of the springing of the aisle 
yaultings there is an all-suflicient resistance to out- 
ward thrust from the nave vaulting, it is impos- 
sible that the nave vaulting thrust could operate in 
straight lines or even in a bent or curved line at 
so low a point, with sufficient force to carry the 
aisle vaultings bodily outward. This argument pre- 
sumes, of course, that the piers of the nave are 
perpendicular ; for if they have been pushed into 
the nave by aisle thrust then a return outward lean 
just above the springing of the aisle vault would be 
involved. That the nave piers up to the capitals 


* de Dartein, Etude sur UV Architecture Lomobarde, 
p. 134. 
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(as distinct from the vaulting-shafts) are generally 
perpendicular at Amiens is shown by twelve special 
exhibits [see fig. 1, p. 388]. Under these conditions 
we should expect to find the vertical bend in the 
nave at Amiens, if due to thrust, not lower down 
than the triforium string-course, rather than at the 
springing of the aisle vaulting where it actually 
begins (exhibits for each individual pier), in details 
which reach from the capital to the triforium [see 
fig. 2, p. 39}. 

The force of this consideration is much increased 
by the existence of a number of cases of this class 
in which the weight of one or more substantial 
galleries is added to the load which tends to resist an 
outward accidental lean in straight lines. At Laon, 
where the lower vaulted gallery is of great width, 
the widening of the nave begins in straight lines at 
the capitais of the piers, against the thrust of this 
vaulting and at a remarkably low height when 
compared with the height of the church (exhibit). 
At Strassburg the same widening in straight lines 
begins at the sae related point. In Rheims Cathe- 
dral the same widening in straight lines begins 
at the same point (four exhibits) [see fig. 7, p. 50). 
In Saint-Pierre at Caen the same facts appear. 

Saint-Remi at Rheims is a church of this class. 
The widening begins at the capitals and rises in 
straight lines against the thrust of the aisle vault- 
ing and against the thrust of a very wide vaulted 
gallery (exhibit). 

Thus, when Mr. Bilson cites the nave vaulting 
of Saint-Remi as having been taken down and as 
being entirely rebuilt, the answer is that the nave 
vaulting could not have thrust in straight lines 
down to the mentioned point against the gallery 
vault and the aisle vault. Consequently the un- 
doubted defects of the nave vaulting were inde- 
pendent of the quoted facts. 

Although in St. Mark’s at Venice the widening 
is not in straight lines, the facts are all the more 
pregnant on that account. The piers of the nave 
incline delicately outward from the pavement up. 
Thus we are positive that the strong recession 
immediately above the capitals is not due to the 
piers leaning into the nave. The strongest pitch 
in the widening is found directly above the capitals, 
against the thrust of the aisle vaults and against 
the weight of the galleries. 

Thus in approaching a more specific examination 
of Mr. Bilson’s criticism of my work at Amiens 
the following points, which appear to have been 
established, may be rehearsed. First, it is desirable 
not to confine the controversy to a single cathedral, 
because the apparent inherent improbabilities 
attaching to the announcement for that cathedral 
are considerably minimised when a greater number 
of churches are examined. Secondly, if the argu- 
ment so far tends to show that the alleged refine- 
ment could not be produced by thrust in the quoted 
cases, the result also follows that such a system 
of construction would not aggravate or favour the 
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disrupting tendencies which thrust is known to 
promote. 

There is a natural prejudice that things “out of 
plumb” are unsafe, and Mr. Bilson’s description 
of “ walls, piers, and columns out of plumb”’ has 
an ugly sound, and this ugly sound was intended. 
But when we consider the actual thickness and 
weight of walls and piers in the buildings named, 
there does not appear to be anything alarming in 
the facts described. If the arrangements are such 
that thrust could not produce them, then it follows 
also they are arrangements which would not agera- 
vate thrust or tend to endanger the building. Out- 
side of St. Mark’s, where the divergence is greater 
than usual, and is produced in the upper walls by 
battering, the extreme amount of inclination in 
any building mentioned has been some 11 or 12 
inches to a side.* Now, when this amount of in- 
clination is distributed through the entire height 
of the church or, in other cases, from the capitals 
up, the actual amount of lean in the clerestory wall 
is inconsiderable, and here only, if at all, could it 
be dangerous to the building. Whatever that small 
amount of lean might be, it would also evidently 
tend to forestall the upward lifting and grinding 
of the flying buttress which an accidental outward 
thrust and settlement would tend to produce. 

In so far as piers have been found to be “ out of 
plumb,” the arrangement again tends to solidity, 
when the aisle thrust is considered. 

When responds are “ out of plumb,’’ they face 
solid transverse walls and are again constructively 
stable. 

When crossing piers are “out of plumb,” they 
lean against a transverse transept wall, and the 
arrangement again promotes solidity or is certainly 
not antagonistic to it. 

As to “columns out of plumb” I have never 
quoted any in the naves or constructive features 
of churches, or aside from arrangements similar to 
those in the clerestory of Notre-Dame, where the 
problem of solidity is not in question.t 

Mr. Bilson might describe the sides of a Doric 
column as being “out of plumb,” and this appears 
to be his way of looking at a slightly receding 
entasis such as we find in the responds facing the 
chapel walls in the Cathedral of Vicenza or in the 
slender pilasters in the angles of the choir at Laon. 
The transverse chapel walls at Vicenza are 25 feet 
deep, and the entasis has no more recession than 
that of a Corinthian column. Still these responds 
are undeniably “ out of plumb,” from 8 to 6 inches 
in a height of 30 feet! So are Palladio’s pilasters 
“out of plumb” in S. Maria Maggiore at Venice 
and in the Teatro Olimpico at Vicenza. These 


* What the amount is at Amiens will be considered 
presently. 

+ I make the usual distinction here between a column 
(monolithic as to diameter) and a pier (possibly round) 
composed of masonry, which I assume to be familiar to the 
terminology of Mr. Bilson. 
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buildings offer a close and exact analogy to the 
facts in medieval architecture ; for the widening in 
the majority of medieval cathedrals is not greater 
in relation to height than that obtained by the 
eniasis in 8. Giorgio Maggiore. At Noyon the 
curves of the nave are so delicate that they recede 
only 4 inches when the upper face of the piers is 
compared with the lower. The piers curve into 
the nave 1 inch and curve away from it 4 inches 
(exhibit). But Mr. Bilson »sssures us that this 
amount of widening is what led to the taking down 
and rebuilding by Pierre Tarisel of the naye vault- 
ing! At all events, in Mr. Bilson’s terminology, 
the curves at Noyon are “ out of plumb.” 

The decisive proof that “ refinements” exist at 
Noyon, even when enclosed in quotation marks, lies 
in the aisle responds, which face transverse chapel 
walls 17 feet deep, measured to the interior of the 
wall. They have an entasis of 2 inches recession 
in a height of 17 feet 8 inches (exhibit). 

Thus we recur to Mr. Bilson’s category in 
Class IT., “ Walls, piers, and columns out of plumb, 
sometimes straight, but more generally described 
as ‘vertical curves.’”’ It is not worth while to 
quarrel about words, and Mr. Bilson has accurately 
described, according to his lights, the vista between 
two Doric columns. The “divergence ’’ in mediveyal 
churches is not relatively as great as itis at Peestum. 
As regards vertical curves, the instance of the 
choir at Laon is absolutely impregnable in the 
matter of thrust (three exhibits). As usual in such 
cases, Mr. Bilson passes by this one without men- 
tion, probably because the “widening’”’ in the 
central light of the choir is one of the most con- 
vincing proofs ever offered for the existence of this 
refinement. The central window widens 6 inches 
(two exhibits). I have already mentioned that 
Noyon, Saint-Remi, and Beauvais, which are the 
only churches attacked by Mr. Bilson, aside from 
Paris and Amiens, were not included in the Edin- 
burgh Exhibition, and a final word may now be 
said about Beauvais. 

If the contention be admitted that the widening 
system was very frequently employed, and that the 
constructive evidence is good in a considerable 
number of cases, it undoubtedly follows that some 
of the serious accidents which were bound to happen 
during the craze for extremely high vaultings must 
have happened to churches which employed this 
system. In the Edinburgh Catalogue I mentioned 
Beauvais as follows: “ The accident at Beauvais is 
not to be overlooked, but it would be begging the 
argument to assume that a church in which acci- 
dental movement has occurred had no divergence 
before the movement took place.” 

A re-examination of this cathedral in the summer 
of 1907 shows that I have been in error in my 
estimates of the divergence there. It throws an 
interesting light on Mr. Bilson’s disposition to 
argue that the widening refinement is always related 
to accidents in the vaulting that I am able to report 
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that the cathedral whose vaulting fell twice has 
very little north and south widening at the crossing 
piers. The sixteenth century north-east crossing 
pier does not diverge from the perpendicular in the 
north and south directions, and it does not bulge; 
the south-east crossing pier has a delicate outward 
southward recession, as far as the thirteenth century 
portion of the pier is concerned, and does not bulge. 
The upper sixteenth century rebuilt portion does 
not diverge beyond the thirteenth century limit. 

There is one point, however, which must not be 
forgotten, and that is to indicate the error into which 
Mr. Bilson has fallen in quoting this church. He 
says (p. 408): “So we have this curious fact, that 
Pierre Tarisel, who had executed at Amiens the 
costly and difficult work of inserting iron ties all 
around the cathedral in order to arrest the movement 
in the crossing piers and prevent their developing 
farther ‘refinements’ . was the expert called 
in to advise on the plans of the transept at Beauvais, 
which its architect, according to Mr. Goodyear, 
actually built with a widening even more pronounced 
than that which his adviser had been doing his best 
to arrest at Amiens.”’ Mr. Bilson has forgotten 
his own quotation from the report of the Amiens 
Cathedral Commission of 1497-8, a commission 
including Pierre Tarisel, which is as follows: “ The 
four principal pillars of the crossing of the said 
church are bent and arched on both sides by the 
thrust of the aisle vaults.” The iron ties in the 
triforium at Amiens, according to Mr. Bilson’s 
own quotation, were therefore intended to arrest a 
buckling below the triforium caused by “ the thrust 
of the aisle vaults.”” The documents show that 
they had no reference to the widening above, which 
must have been due to a vaulting thrust from the 
crossing vault, if caused by thrust. At Beauvais 
the crossing piers have not buckled. Thus the 
satirical remark just quoted seems to lose its 
point, and neither Pierre Tarisel’s consistency nor 
mine seems to be involved. Mr. Bilson ought not 
to forget, either, that the eastern crossing piers at 

Jeauvais were originally built before the transept 
was planned, and that the south-east crossing pier 
is still thirteenth century work f r three-fourths of 
its height. 

As regards the iron cable in the triforium at 
Amiens, even if no documents were in question, it 
is evident that it would be useless as a means of 
arresting an outward spread above its own height. 
This appears from Mr. Bilson’s own publication of 
the drawings in the workshop of the Amiens Cathe- 
dral, and thus we reach the debatable matters of 
fact at Amiens which are connected with these 
drawings. 

Mr. Bilson’s satirical remark about the accidental 
development of “refinements’’ in the Amiens 
crossing piers leads me to point out, as one among 
the weak spots of his argument for Amiens, his 
total neglect of the nave as regards attested and 
accurate observations, and his reliance on two 
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drawings made thirty-two years ago, in 1875, of 
the two southern crossing piers, for the amount of 
divergence throughout the cathedral. He assures 
us, regarding the nave (p. 415), and without offer- 
ing any evidence whatever for his assertion, that 
“the divergences are so small that they are not 
appreciable to the eye, and whatever may be their 
precise extent they are certainly not greater, and 
probably are much less, than those of the crossing 
piers.” If Mr. Bilson had “sighted on a plumb- 
line” he would hardly have ventured this statement, 
which I shall presently show to be glaringly in- 
exact. 

“ Sighting ona plumb-line ” occurs in quotation 
marks, which are supposed to be satirical, several 
times in Mr. Bilson’s criticism. It is not, how- 
ever, more ridiculous to sight on a plumb-line than 
to sight on a level. There is no other method of 
determining facts about the vertical lines of piers, 
excepting to sight on a plumb-line, unless the line 
can be hung directly against the pier. Mr. Bilson 
knows very well that this cannot be done in the 
Amiens naye, or in any great cathedral nave, with- 
out enormous expense. This is obviously the 
reason that he and M. Durand confined their own 
research to the publication of the drawings for the 
two southern crossing piers which were made 
thirty-two years ago, instead of taking measure- 
ments of their own throughout the cathedral nave. 

In the Amiens transepts lines can be hung from 
the triforium which can be sighted on the piers if 
let down in front of them, but lines cannot be 
hung against these piers without a scaffold, unless 
a surveyor is slung ona platform by ropes let down 
through the apertures of the vaulting. In the 
transepts, if the plumb-line is sighted on the edge 
of a pier at the capital, the amount of vertical 
divergence below the triforium, to the height of 
the capital of the pier, can be estimated with 
approximate accuracy from the known diameter of 
the outer rib at the base. Supposing that the line, 
when sighted from the edge of the pier at the 
capital, cuts off about a quarter, or about a fifth of 
the diameter of the outer rib at the base, and that 
this diameter is 15 inches, then we obtain a rough 
estimate of the vertical divergence as a quarter or 
a fifth of 15 inches. 

There is a further and complete accuracy obtain- 
able—viz. by photographing the sighting, as taken 
under the conditions described, with a surveyor’s 
rod and disc on the plane of the estimate to be 
made, which, in the Amiens transepts, would be at 
the rib of the pier. All my estimates in the Amiens 
transepts which were made in 1903 were verified 
in this way, excepting in those cases where the 
monuments placed in front of the piers interfered 
with hanging a line from the triforium. This 
method of photographic measurement, with a 
plumb-line “ sighted ”’ by the camera (if Mr. Bilson 
will continue to accept a phraseology which appears 
to amuse him), has the great advantage of dis- 
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pensing with the necessity of hanging a line against 
the surface, which is impossible in any great cathe- 
dral as regards the piers, without a prohibitive 
expense. 

So far I have explained the methods which I 
adopted in 1903 for “sighting on a plumb-line ”’ in 
the Amiens transepts, and these methods are not 
only practical and defensible when the observations 
are attested and corroborated by enlarged photo- 
graphs, but they are also the only methods which 
are practically available at Amiens in view of the 
enormous dimensions and altitudes of this cathe- 
dral. On the other hand, in the case of a plumb- 
line suspended in the Amiens nave, the openings 
in the vaulting near the crossing do not admit of 
an adjustment of the line which will allow accurate 
sighting (this adjustment is obtained in the tran- 
septs by having an assistant in the triforium who 
moves the line to the indicated sighting point). In 
spite of this apparent difficulty a carefully levelled 
photograph will allow of an accurate estimate, 
because the distance of the line from the edge of the 
pier at the base can be subtracted by compass 
measurement from the distance of the line from 
the edge of the pier at the capital. For this opera- 
tion it is desirable, however, to have an enlarge- 
ment. (For those sceptical persons who do not 
know that Goerz and Zeiss lenses are rectilinear it 
is sufficient to point out that a lens which distorts 
the pier will also distort the plumb-line, so that the 
punishment for taking an unreliable photograph 
will immediately fit the crime.) 

During my first survey visit to Amiens (in 
1903) which lasted only five days and a half, most 
of my time was devoted to the transepts, as the 
nave did not appear to vary from the facts else- 
where known to exist. On the fifth day of my 
work, the sacristan, M. Regnaut, suggested hang- 
ing a line through an opening in the vaulting of 
the nave. I gladly adopted the idea, which I had 
never previously tried. A black tape was used, 
which had served its purpose successfully in the 
transepts. The next step was to photograph this 
line, which was hung for that purpose, and then 
from the known diameter of the outer rib of the 
crossing pier to estimate the divergence of the 
crossing pier, after an enlargement had been ob- 
tained. It was, however, my first experience in 
suspending a tape from such a lofty height, and at 
the great distance from the camera, placed in the 
organ gallery at the west end of the cathedral, 
which this altitude involved. I did not realise 
that a tape will not show under such conditions, 
even in the most excellent negative, unless sus- 
pended in front of a light background of masonry 
surface. The negative was reported to be excellent 
by the Amiens photographer who developed it, and 
IT left Amiens the next day ; but when the negative 
was printed in Paris the tape could not be seen. 

This is an exact account of iy first plumb in the 
Amiens nave, and the only one taken until 1907, 
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when I have photographed over two hundred plumb 
measurements in the cathedral, a large proportion 
of which have been in the nave. Some fifty plumbs 
in the nave furnish photographic exhibits in the 
way of enlargements, made for reference in prepar- 
ing this reply to Mr. Bilson. Meantime, and before 
the work of 1907, I have quoted an estimate which 
my photograph of 1903 would have guarded me 
from publishing if it had served the purpose for 
which it was taken. Strictly speaking, it was not 
possible to sight on the nave 
plumb-line of 1903, for it was 
necessarily some little distance 
removed from the crossing pier 
toward the centre of the nave. 
I remember using the known 
diameter of the rib as the basis 
of my estimate, but may have 
omitted to subtract the distance 
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to rest on an optical illusion which I cannot myself 
overcome without the aid of the plumb-lines which 
Mr. Bilson has so scornfully and so imprudently 
rejected in his own observations. 

For the student of Mr. Bilson’s criticism I cannot 
offer a more convincing proof of his delinquencies 
as an observer than the extraordinary oversight 
which has led him to publish as reliable documents 
the drawings of the southern crossing piers, which 
make such an imposing appearance in his Paper. 
M. Durand has also been over- 
hasty in his confidence in these 
drawings. That they are care- 
fully executed is perfectly true, 
but that they are also unre- 
liable is easily shown. If Mr. 
Bilson and M. Durand will 
“sight on a plumb-line ” at 
the south-east crossing pier of 


of the line from the base of the 
pier, in subsequent use of my 


Amiens Cathedral, they will 
immediately admit that these 


notes. There is a remarkably 
strong optical illusion, due to 


drawings are not reliable. For 
instance, the north lower face 


the vaulting ribs, which very 
much exaggerates the appear- 
ance of recession at the Amiens 
crossing, which illusion can only 
be rectified by pbotographic 
compass measurement. 

Mr. Bilson’s success in mak- 
ing off-hand estimates of the Ye, 
divergence in the Amiens nave 


of the south-east crossing pier 
leans into the nave 3 inches 
(0075 m.; two exhibits, Nos. 
29 and 65), whereas the cathe- 
dral office drawing represents 
the north lower face as perpen- 
dicular {see fig. 3}. 

Aside from the exhibits re- 
presented by fig. 3, I had made 


has not been phenomenal, for a two photographs of this incli- 
he is on record, as just quoted, Ye nation in 1903 (after “ sighting 
for the assertion that this di- > on a plumb-line’’) with the line 
vergence is “inappreciable by , in position, and a surveyor’s rod 
the eye,” whereas its maximum beside the pier, to furnish the 
amount is 19 inches or over. 8 measurement. I had had these 


Mr. Bilson has also apparently 
been the victim of the optical 
illusion occasioned by the vault- 
ing ribs of the aisles which cause 


the piers to appear to lean into ee 


the nave. This is indicated by = 


photographs enlarged to 25 
by 35 inches for the Brooklyn 
Museum exhibit, and they are 
catalogued and described in the 
a Museum Memoir No. 4 (Nos. 
54-55), a publication which 


his assertion that ‘‘ some move- sent M. Durand, and which is 
ments have taken place in the quoted by Mr. Bilson, lhere- 
nave caused by the thrust of the het t t setae fore, when the drawings fur- 
so 100 


aisle vaults inward.” Itisnow 


weer nished Mr. Bilson by M. Durand 


demonstrated by exhibits sic: on tO my im ‘the 
mitted for each individual pier of M. DURAND'S NUMBERING OF THE PIERS, JourNAL R.LB.A. I was in- 


the nave (as distinguished from 

the crossing), and witha distinct and separate plumb- 
ing for each pier, that every pier on the north side 
is strictly perpendicular to the height of the capital 
‘see fig. 1], and that two piers of the south side are 
strictly perpendicular (those next the crossing). In 
the remaining four piers the inward inclination up 
to the capital varies from less than 1 inch to 
13 inches asa mximum. Thus the statement that 
‘movements have taken place in the nave caused 
by the thrust of the aisle vaults inward ”’ appears 


clined to view them with great 
suspicion, as probably containing other errors 
beside the one which was most obvious, and this 
suspicion has been verified. The drawing for the 
south-west crossing pier is in error for its upper 
measurement, north face, to the amount of 1} inches 
(0°04 m.), as shown by exhibit 87. The measure- 
ment should thus be corrected to 0°14 m. instead 
of 0:10 m. Since the drawing of the south-east pier 
is in error 0°075 m. for the lower face, the upper 
measure is to be corrected from 0°125 m. to 0°20 m. 
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in the numbering of this article). 


From No, 42 of the Brooklyn Museum enlargements for Amiens Cathedral, 
raled between the piers below the capitals, but these piers are shown as perpendicular to the height 


5 


4 and 


3 of measurement 


The plumb-line is conce 


and 5 (Duranl plan), north side (Nos 


pl 


‘ 


of the capital by fig. 1, 


(8 by 10 inches) on the 


of 1907, 


Fig. 5.—Plumb on piers 
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Exhibit 37 is represented, in much diminished 
size, by fig. 6. The reduction from 20 x 24 inches 
to 6 x 8} makes the application of the compass 
test, based on the surveyor’s disc to the left of the 
pier, an over-delicate operation, but the measure- 
ment of 5 inches for the divergence of this south- 
west crossing pier may be tested on fig. 6 with 
this warning. My own measurements are natu- 
rally based, in all cases, on the enlargements and 
not on the illustrations of reduced size. Fig. 3 
displays more clearly the error of the office draw- 
ing for the south-east crossing pier, because the 
dimension is doubled for the given height. 

I have not yet tested the accuracy of these draw- 
ings for the east and west sides of the crossing 
piers, the sides which face the transept, as this 
question does not concern the present argument, 
but each drawing is in error for the northern faces. 
When enlargements are made of the photographs 
of my north and south transept plumbs the test 
for the east and west faces will be an easy one. It 
ought to be added that the taking of plumb mea- 
surements from plitforms slung from ropes let 
through the vaulting is an operation of great diffi- 
culty, and almost infallibly liable to error, and that 
the office clerk of 1875 who did or supervised this 
work had no easy task. Mr. Bilson’s haste in 
accepting these rather ancient documents, in pre- 
ference to making tests of his own, is possibly ex- 
plained by the great expense and great difficulty 
of taking actual plumbs or by his contempt for 
scientific photography.* 

M. Favry, the Inspecteur des Travaux at Amiens, 
is now aware of the unreliable character of these 
drawings, and I took pains to assure myself, with 
his assistance, that they have been correctly copied, 
and that the errors are in the originals. As just 
indicated, I have prepared two special photographic 
enlargements to illustrate the remarkable error in 
the drawing for the south-east pier, and one en- 
largement is submitted to show the error for the 
south-west pier. However, in spite of the prema- 
ture and rather indiscreet hilarity of some portions 
of Mr. Bilson’s Paper, I owe him much sincere 
gratitude for his article, especially so because the 
fact, immediately forced on my attention, when 
this article appeared, that the drawings furnished 
by M. Durand were not trustworthy, has obliged 
me to make a new and thorough study of the 
vertical measurements at Amiens, and has enabled 
me to correct my own errors as well as those of 
Mr. Bilson. 

My photographic measurements of 1907 for the 
divergences of the crossing piers are a great deal 
less than my estimate of 1903, which was not 
verified by photographic methods, for reasons 
explained, and I am vastly pleased to be able to 


* M. Choisy has expressed the opinion to me that my 
own photographic methods for such cases are much more 
reliable than actual plumbs from scaffolds or slung plat- 
forms. 
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correct that estimate in the table of measurements 
which follows. 

This table of measurements for the vertical 
divergences of the nave and crossing piers is sup- 
ported by thirty-eight exhibits, to be subsequently 
enumerated and described. In my own numbering 
of piers I have continued the methods which I 
used in my photographic notes, but the numbers 
of the Durand plan are also supplied, as found 
in fig. 4. My own numbering enumerates the 
piers in order from the crossing, not included, as 
far as the organ gallery and the tower piers at the 
entrance, which are also not included, as having no 
divergence. 

RECESSIONS IN THE Prers or THE AMIENS NAVE AND 

Crosstna INcHEs). 


All recessions, except at the crossing, are in straight lines, 
and all begin at the capitals, or, in the case of the 


crossing piers, at the corresponding height. 


NORTH. 
East Crossing (17).* 
Recession, 5; bulge, 
West Crossing (15). 
Recession, 5; bulge, less 
than 1 inch. 
First Pier (13). 
Shaft recession, 7; pier 
perpendicular. 
Second Pier (11). 
Shaft recession, 8} ; pier 
perpendicular. 
Third Pier (9). 
Shaft recession, 87-8; 
pier perpendicular. 
Fourth Pier (7). 
Shaft recession, 93-9; 
pier perpendicular. 
Fifth Pier (5). 
Shaft recession, 12-11} ; 
pier perpendicular. 
Sirth Pier (3). 


SOUTH. 
East Crossing (18). 
Recession, 5; bulge, 3. 
West Crossing (16). 
Recession, 5; bulge doubt- 
ful, if any.t 
First Pier (14). 
Shaft recession, 5; pier 
perpendicular. 
Second Pier (12). 
Shaft recession, 6}; pier 
perpendicular. 
Third Pier (10). 
Shaft recession, 7-6; pier 
leans in, 1}. 
Fourth Pier (8). 
Shaft recession, 53-6}; 
pier leans in, 1. 
Fifth Pier (6). 
Shaft recession, 73-6) ; 
pier leans in, 1}. 
Sixth Pier (4). 


Shaft recession, 7}; pier Shaft recession, 63; pier 
perpendicular. leans in, 1}. 


It will be noticed that double estimates, offering 
slight variations, are given for the third, fourth, 
and fifth piers on each side (Durand plan 9, 10 ; 
7, 8; 5, 6). The right hand measurements in 


* These numbers relate to M. Durand’s plan, as repro- 
duced in tig. 4. 

+ The recessions are figured without including the 
bulges; in other words, they are figured from the base to 
the capital at the vaulting ribs. This method differs from 
that of the cathedral office drawings. Onthat method the 
recession would be 6} inches for the north-east crossing pier 
and 8 inches for the south-east crossing pier. 

+ The cathedral office drawing gives 0:15 m. bulge, or 
less than 8 of an inch. If a bulge exists, it is certainly 
not more. My own observation shows a slight builder’s 
error in some of the masonry courses rather than a bulge. 
The photographie detail enlargement will enable each 
student who examines it to form his own conclusions. 
M. Choisy’s impression of this enlargement coincides with 
my own. 
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these cases are from photographic surveys, with 
plumb-lines reaching, in the photograph, from the 
base to the capital of the shaft at the vaulting, 
and with a surveyor’s disc on the plane of the 
given pier at its exact centre. Fig. 5 (p. 44) repre- 
sents in much reduced size an enlargement of this 
class. The left-hand measurements for the same 
piers are figured on a wholly different method, 
which was also applied to all the piers for which 
single measurements are quoted—i.e. by combining 
the measurement furnished by a specially enlarged 
photographic detail of a plumb with disc measure- 
ment from the triforium string to the capital of 
the pier (where the outward slant begins); with 
another estimate for the triforium and the clere- 
story based on actual plumbs inside the triforium. 
As the divergences are visibly in straight lines 
and are attested to be so by a very large number 
of enlarged details, and other special photo- 
graphs, the method has been followed of com- 
puting the divergence of the upper triforium and 
the clerestory from an actual plumb with line 
of 15 feet at each shaft in the triforium. The close 
correspondences of measurement obtained by these 
wholly different procedures are notable. The 
method of the combination estimates has been 
applied to the first, second, and sixth piers, and 
these are the only estimates offered for these piers. 
Fig. 2 represents the type of enlargements for the 
vaulting-shafts between the capital of the pier and 
the triforium string. The measuremenis for the 
recession of the crossing piers are obtained from 
plumb-lines, reaching in the photographs from 
base to capital at the vaulting. Fig. 6 represents 
this type of enlargements. The measurements 
for the bulges of the crossing piers are obtained 
from photographic enlarged details, separately 
taken, for the height from the base to the level 
of the triforium string. 

The estimates published are verified, as stated, 
by thirty-eight exhibits of photographs enlarged to 
20 x 24 inches, made up as follows: Eight details 
to a side for the piers of the nave up to the capital 
of the piers—i.c. to the springing of the aisle 
vaults, and for the crossing piers to the triforium 
string ; six details to a side for the vaulting-shafts 
of the nave, from the capitals of the piers to 
the triforium string; five photographs to a side 
for the third, fourth, and fifth piers, and for the 
crossing piers, taken from the base to the capital 
of the shaft at the vaulting—each and every 
photograph of the entire series with plumb-line, and 
with a surveyor’s disc on the exact plane of the 
desired measurement. As far as the illustrations 
of the present article are concerned, the method 
of obtaining the measurements from the dis¢ is 
best shown by fig. 2, because the disc appears 
there in larger dimensions than in the other illus- 
trations. 

It will be noticed that the measurements on the 
south side of the nave are invariably considerably 
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smaller than the corresponding ones on the north 
side, excepting at the crossing, where the reces- 
sions correspond in all four instances (although 
the bulges do not). It is also worth noting that, 
although the divergences are all greater on the 
north side, it is the piers of the north side which 
are all accurately perpendicular. The measure- 
ments of the south side, which are taken from the 
base to the vaulting for the third, fourth, and 
fifth piers, eliminate, however, the slight leans into 
the nave of the corresponding piers. 

All the vaulting-shafts of the north side step 
forward slightly (about one inch) at the capitals 
of the piers ; a fact shown by every photographic 
detail for the north side. An inch is therefore 
subtracted from each combination estimate for the 
north side, This stepping forward is found in 
only one pier of the south side—the sixth in 
my numbering, No. 4 of the Durand plan (the 
pier next to the organ gallery and to the tower 
vier). 

The fifth vaulting-shaft on the north side steps 
back two inches at the clerestory, and is the only 
one which steps back on either side (exhibit 
No. 42). Thus two inches are added to the com- 
bination estimate for the fifth vaulting-shaft, north 
side (No. 5 Durand plan), in order to obtain a 
just comparison with the photographic measure, 
from base to vaulting of the same pier. The 
two distinct estimates then tally within half an 
inch. 

I am now able to return to an argument which 
Mr. Bilson has contemptuously waived aside, after 
declaring (p. 415) that “the divergences (in the 
nave) are so small that they are inappreciable to 
the eye, and whatever may be their precise extent 
they are certainly not greater and probably are 
much less than those of the crossing piers.”’ 

If the Amiens nave has spread accidentally, in 
amounts varying from 12 to 19 inches, the crown 
of the vaulting-arches should have subsided at 
least one half the given amount of divergence. If 
these vaulting-arches have gone down they must 
have become distorted, and if they have been dis- 
torted that distortion must be visible. Mr. Bilson 
lays great stress on the extent to which a vault 
may settle without falling in, but he does not, and 
cannot, say that such vaultings have not been de- 
pressed and distorted. Now the Amiens nave vault- 
ing is true throughout to a single pitch, which 
has visibly not gone down at the crown (exhibit 49 
and several others). There is a slight distortion 
of the ribs of the vaulting which correspond to the 
fifth pier north of my numbering (No. 5, Durand 
plan), but there is no subsidence there at the 
crown. 

M. Durand’s excellent book gives us to under- 
stand that the Amiens nave vaulting has never 
been repaired. Viollet-le-Duc says in his Dictionary 
(article Cathedral) : “Cependant cette nef dont la 
hautzur est de 42.50m. sous-clef et la largeur 
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d’axe en axe des piles de 14.60m. ne s’est ni 
déformée ni déversée. La construction n’a subi 
aucune altération sensible,” 

Mr. Bilson will hardly say that the Amiens 
vaulting could settle downwards 10 inches at the 
fifth pier (one-half the widening at that point) 
without calling for some repairs, at some time or 
other, or without showing some signs of depres- 
sion and distortion which would have attracted the 
notice of Viollet-le-Duc, and which would also be 
visible now. 

But there is a better argument than this, because 
it is not an argument, but a palpable fact. It isa 
fact which leaves on one side all debate as to 
measurements, which must be extremely tedious to 
everyone but Mr. Bilson and myself. 

A nave vaulting thrust cannot push outward the 
surfaces and vaulting shafts below the triforium, 
because below that line it cannot push bodily out- 
ward the enormous masses of the aisle vaultings 
and their buttresses. If such a thrust were pos- 
sible, it can certainly never be suggested that it 
could operate in straight lines, and in uniformly 
flat surfaces, from start to finish. Hence I leave 
this part of the subject with a final reference to 
the twelve exbibits for the perpendiculars of the 
piers of the nave, which prove that the recessions, 
beginning in all cases directly above the capitals, 
are not caused by inclination of these piers into the 
nave. i also call attention to the twelve exhibits 
for the outward slope between the capitals and the 
triforium, as proving that this slope begins invari- 
ably at the capitals. In other words the entire 
surface of the masonry has a constructive batter 
up to the triforium string. 

As regards the transepts at Amiens, Mr. Bilson is 
undoubtedly right about the tapering of piers, and 
he is just as undoubtedly wrong about the leaning 
windows and their mullions. He speaks of one; but 
there are two, one in each transept, with sills which 
are oblique in directions opposed to the lean of 
the mullions (four exhibits, Nos. 53-56). It is only 
quite recently that I have mastered a real know- 
ledge of the Amiens transepts (sixteen exhibits, 
50-64 and 59a). This knowledge I will endeavour 
to convey to Mr. Bilson and M. Durand in some 
future publication. 

There are numerous points in Mr. Bilson’s argu- 
ment about Amiens which I have not noticed, but 
there are none which I have not covered. He 
accuses me of neglecting to notice the repairs of 
the choir. What is the use of considering them 
when there have been no repairs in the nave 
vaulting? His argument on the crossing piers 
also has no point, because it does not cover the 
nave, which, aside from vague and erroneous asser- 
tions, he has entirely neglected. The cracked and 
broken lintels in the triforium have been explained 
by M. Durand in a most interesting and conclu- 
sive way, which has escaped Mr. Bilson’s atten- 
tion. Suffice it to say that M. Durand proves 


that they are not due to thrust from the nave 
vaulting.* 

I may add that Mr. Bilson has shown a certain 
lack of caution in one of the closing paragraphs of 
his Paper. He says: “ It may be well to see how 
these theories of his have been received in France 
by those most competent to pass an opinion upon 
them,” then quoting the names of three distin- 
guished scholars, none of whom are engineers. 

May there not be other French scholars who are 
also both engineers and architects who have formed 
and publicly expressed a more favourable opinion ? 
Mr. Bilson takes much upon himself in undertaking 
to state so summarily and so absolutely what the 
opinions may be of those in France who are most 
competent to pass an opinion on my work. I 
commend to Mr. Bilson’s attention a pamphlet 
which I have recently published on the Cathedral 
of Rheims, containing some extracts from a letter 
addressed to me by M. Auguste Choisy (one among 
very many letters from him which are full of 
friendly encouragement and praise). 

I will not follow Mr. Bilson farther in the 
dangerous path on which he has entered. I will 
only say that MM. Lefévre-Pontalis and de Las- 
teyrie are gentlemen from whom it is a real plea- 
sure to differ, and I commend to Mr. Bilson a more 
intimate study of their polished and delicate style 
of dissent. When choice of weapons is allowable, 
I much prefer the rapier to the club. 

Another and not less extraordinary phase of Mr. 
3ilson’s effort to discredit my work in France is 
his closing sentence: “When the other French 
churches investigated by Mr. Goodyear have been 
the subject of monographs as exhaustive as that 
of M. Durand on Amiens, there will be no difficulty 
in producing equally conclusive proof that their 
‘refinements’ exist only in Mr. Goodyear's 
imagination.” 

I am notaware of anything in M. Durand’s book 
which antagonises my observations at Amiens. On 
the contrary, this book has been of the greatest 
possible assistance tome. It is my main authority, 
aside from Viollet-le-Duc’s statement, for the fact 
that there have been no repairs or rebuilding in the 
vaulting of the Amiens nave, which is to my argu- 
ment a fact of considerable moment. M. Durand’s 
book was written without knowledge of my investi- 

* Cathédrale d’ Amiens. Georges Durand. Tome 
page 222: * Les tétes des arcs boutants sont soutenues par 
les colonnes engagées 1, k, qui appartiennent au maitre 
pilier ; elles sont raidies par les deux colonnes superposées 
G., H., formées de pierre en délit, s’élevant & environ 
60 centimétres en avant des colonnes engagées 1, k, et 
posées sur le mur de cloture du triforium renforeé d'un 
petit contrefort en porte d faux sur le mur élevé sur l’are 
de décharge qui passe par dessus le doubleau du bas edte. 
Ce petit contrefort a été relié au maitre pilier par deux 
linteaux monolithes E. F. formant parpaing.” 

Note 1. ‘La compressibilité des parties intérieure et 
postérieure du pilier se trouvant inégale par suite de la 
rigidité de la colonne G, qui est en délit, we certain nombre 
de linteaux E se sont brisés.’”’ (Italics by W. H. G.) 
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gations, which were not published for Amiens or for 
France until some months after his book appeared. 
The book was also evidently written without any 
knowledge of the true amount of widening in the 
Amiens nave, inasmuch as M. Durand furnished 
Mr. Bilson with drawings for the crossing piers, 
which are presumed by Mr. Bilson to show a greater 
widening than occurs in the nave. M. Durand 
evidently has held the same mistaken opinion. 
Consequently it again appears that the topic of a 
widening in the Amiens nave is quite foreign to M. 
Durand’s book. That M. Durand personally does 
not accept my views about the Amiens Cathedral 
is a fact for which Mr. Bilson’s statement must be 
accepted ; but since M. Durand’s book does not de- 
bate the subject which I have agitated, how can it 
offer “conclusive proof’’ that I am mistaken ? 

Clearly, in Mr. Bilson’s opinion, it must be M. 
Durand’s history of repairs which indirectly dis- 
credits my opinions. But this same history of 
repairs is my authority for the statement (aside from 
Viollet-le-Due’s utterance) that the nave vaulting has 
never been repaired. If the nave vaulting had been 
rebuilt or repaired, M. Durand would have known 
it and M. Durand would have mentioned it. That 
is what his book is for. Truly a most excellent 
book! And yet I fear that this same good book 
may be the cause of M. Durand’s opposition to my 
views. It is not easy for an author who has written 
the finest cathedral monograph extant (aside from 
Cattaneo’s text in the Ongania publication for St. 
Mark’s) to admit that he has omitted to mention 
in that book the most interesting feature of the 
Amiens Cathedral, and this is exactly what M. 
Durand has omitted to do. 

From another point of view, I consider Mr. Bil- 
son’s fratricidal effort to crush me under the weight 
of M. Durand’s ponderous two volumes equally 
extraordinary : “ When the other French churches 
investigated by Mr. Goodyear have been the subject 
of monographs as exhaustive as that of M. Durand, 
there will be no difficulty in producing equally con- 
clusive proof that their ‘ refinements’ exist only 
in Mr. Goodyear’s imagination.” 

This is placing M. Durand on a pedestal from 
which he will certainly be in great danger of fall- 
ing as soon as it appears that these “ refinements ”’ 
exist also “in the imagination ’’ of (let us say, for 
example) ti.e Inspecteur des Travaux at Amiens 
or the Inspecteur des Travaux at Rheims. 

Now, this is exactly what has happened, and this 
leads me to quote the following letter from the 
Inspecteur des Travaux at Rheims: 


ADMINISTRATION DES CuLTEs. Eprrices CULTUELS ET 
Monuments 
Agence des Travaux, Reims, le 3 Juillet 1907. 
Monstevr,—Je suis heureux d’avoir pu constater et avec 
beaucoup @intérét certaines déformations notre Cathé- 
drale. 
En effet, et ainsi que vous avez bien voulu me le faire 
remarquer, j’ai pu voir qu’A Reims les piliers de la grande 


nef avaient conservé leur verticalité, mais qu’a partir des 
chapiteaux ils se déversaient graduellement vers l’extérieur 
jusqu’a la naissance des votites. 

Ces déformations remarquées également par vous dans 
d'autres édifices de la région me paraissent voulues par les 
architectes chargés d’édifier ces monuments et avoir été 
faites en construisant. 

Elles ne sauraient étre attribuées au manque de résis- 
tance des arcs boutants trés puissants 4 Reims; d’autant 
plus que ces mémes déformations sont constatées sur tous 
les piliers et méme aux environs du transept of nous avons 
des maconneries rendant toute poussée des votites im- 
possible. 

Il faut voir 14, & mon avis, certains effets voulus de 
grandeur, tout l’avantage de l’édifice. 

Veuillez agréer, Monsieur, l’expression de mes senti- 
ments distingués. L. Manecorrn, 

Architecte diplémé du Gouvernement, 
Inspecteur des Travaux a la Cathédrale de Reims. 
M. Wa. H. Goopyear. 


Certijicate of M. Leon Margotin. [Translation.]} 


Srr,—I am pleased to have been able to verify, and with 
great interest, certain distortions (déformations) in our 
cathedral. 

In fact, and as you have been kind enough to point out, 
I have been able to observe that at Rheims the piers of the 
nave have preserved their perpendicular, but that, above 
the capitals, they diverge gradually toward the exterior up 
to the springing of the vault. 

These distortions, also observed by you in other build- 
ings of our territory, appear to me intended by the archi- 
tects who were charged with the construction of these 
monuments, and to have been arrangements of construc- 
tion. 

They cannot be attributed to & lack of resistance in the 
powerful flying buttresses at Reims, especially since these 
same distortions are verified in all the piers and even near 
the transepts, where the masonry constructions make any 
thrust from the vaults impossible. 

In my opinion, we must recognise certain effects of 
grandeur as having been purposed, which are wholly to 
the advantage of the edifice. 

Please accept, Sir, the expression of my cordial regard. 

L. Mareorin, 
Architecte diplémé du Gouvernement, 
Inspecteur des Travaux a la Cathédrale de Reims. 


These “ refinements ’’ also “ exist in the imagi- 
nation’”’ of an architect who is intimately acquainted 
with the Church of St. Loup at Chialons, as appears 
from the following letter : 


A. AUBERTIN, architecte. 


Chdlons-sur-Marne. 

Je soussigné, Aubertin, Albert, Architecte 4 Chalons-sur- 
Marne, auteur de la fléche et autres réparations A |’ Eglise 
Saint-Loup, estime que les hors d’aplomb trés visibles sur 
les quatres gros piliers du transept et sur les piliers des 
chapelles latérales ne sont pas le résultat de poussées, 
mais que cet état date de la construction de |’ Kglise. 

Il y a la un effet voulu par le constructeur, les piliers et 
les ares forment ainsi une sorte de fer a cheval, destiné a 
corriger ou plutét 4 modifier les effets de la perspective. 

Le hors d’aplomb part de la base des piliers; aucuns 
désordres ne se manifestent aux alentours, ni dans les 
murs, ni dans les arétes des arcs doubleaux et autres 
votites. Fait 4 Chalons le 27 juin 1907. 

A. AUBERTIN. 
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Certificate of M. Aubertin. [Translation. 
A. AUBERTIN, architect. 
Chdlons-sur-Marne. 

I, the undersigned, Albert Aubertin, Architect at Chalons- 
sur-Marne, author of the spire and other works of repair 
on the Church of St. Loup, consider that the very visible 
inclinations of the four great piers at the transepts, and 
of the pillars of the aisle chapels, are not the result of 
trust; but that their condition dates from the construc- 
tion of the church. 

Here is an effect designed by the builder, and the arches 
thus display a sort of horse-shoe form, destined to correct, 
or rather to modify, the effects of perspective. 

The inclinations begin at the bases of the piers; there 
are no defects in the adjacent masonry, either in the walls 
or in the vaulting ribs or vaultings. 

Given at Chalons, 27th June 1907. 
A. AUBERTIN. 


Not only do these “ refinements ’’ thus appear 
“to exist in the imagination’’ of the Jnspectewr 
des Travaux at Rheims and of an architect at 
Chilons, but, sad to relate, the Inspecteur des 
Travaux at Amiens, M. Favry, who furnished the 
drawings of the crossing piers to M. Durand for 
Mr. Bilson’s use, is another dangerous lunatic. Not 
only do the “refinements” now “exist in his 
imagination’”’ at Amiens, but he even has “theories ”’ 
to explain them! The full account of M. Favry’s 
conversion to my dangerous heresies would make 
an interesting story. Suffice it to say that during 
fourteen weeks, mainly spent in Amiens, the inter- 
course between M. Favry and myself was limited 
to the initial interview in which he most courteously 
provided me with the assistance needed for my 
work.* Meantime (knowing also that he had fur- 
nished the drawings of the crossing piers to M. 
Durand), I gathered from a slight coolness on his 
part during casual and accidental meetings that he 
was not an enthusiastic believer in the “ widening 
refinement,’ which, however, we did not discuss. 
At the end of fourteen weeks my ammunition was 
in readiness in the shape of sixty-five enlargements 
of the Amiens Cathedral. These were transported 
to the Sacristie des Chanoines, and M. Fayry was 


* Since the broad black tape used in 1903 had turned 
out to be invisible for photography in the cathedral nave, 
I began work this season with a cable of an inch and a half 
diameter which was suspended from six different apertures 
in the vaulting. The united efforts of three or four work- 
men were needed to hoist the enormous length of this 
heavy cable through the vaulting apertures. After two 
weeks’ work in photographing the cable, I devised less 
cumbrous methods for obtaining photographie measure- 
ments. 
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invited to inspect them. “ He came, he saw, and I 
conquered.’’ M. Favry and I did not on that day, 
or previously, inspect the cathedral itself, and we 
have never been together in the Amiens nave. He 
is certainly as familiar with that nave as anyone 
can be,as far as eyesight is concerned; and I tell 
this story because I know no other way of putting 
the point so clearly that a true knowledge of the 
measurements for the verticals in any great cathe- 
dral can only be obtained or conveyed by scientifi- 
cally photographed plumb-lines. 

There are three distinct optical illusions by which 
the observer is constantly deceived in cathedral 
interiors, and which can only be overcome by pho- 
tography. There is the illusion, due to perspective 
convergence of the verticals, which causes them 
to appear perpendicular when they really diverge. 
This is the illusion which has deceived Mr. Bilson 
and M. Durand in the nave at Amiens. There is 
the illusion produced by the aisle vaulting ribs, 
which give an appearance of leaning into the nave 
to piers which are sighted on the side of the aisle. 
It is also true for standpoints in the nave that 
divergent verticals above the capitals of the piers 
are naturally assumed by the eye to be perpen- 
dicular. In that case the piers again seem to 
lean inward. Then there is the illusion of the 
vaulting ribs of the nave or choir which tend to 
exaggerate an actual divergence, or to create an 
effect of divergence and curvature where none 
really exist. These illusions operate variously, 
according to the position of the spectator and 
according to the special feature on which the eye 
is centred. They are also undoubtedly affected by 
the personal equation and by the personal dispo- 
sition or prejudice in favour of a preconceived idea. 
The illusion due to perspective convergence explains 
the general modern oversight of a divergence in the 
naves of medieval churches, which is undoubtedly 
much more general in its diffusion and much more 
pronounced in its amount than has hitherto been 
realised by mediwval archeology. The Brooklyn 
Museum photographs represent the first modern 
effort to illustrate these facts. An acquaintance 
with these photographs will dispense with a vast 
amount of discussion and debate. In the case of 
the majority of experts such acquaintance will 
produce a final and definite conviction. My expe- 
rience with M. Favry offers a case in point, and 
has been cited for this reason. 

Mr. Bilson will be much amused to learn that 
I still, occasionally, “sight on a plumb-line.”’ 
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At the First General Meeting (Ordinary) of the Session 
1907-08, held Monday, 4th November 1907, at 8 p.m. 
—Present: Mr. Thomas E. Colleutt, President, in the 
Chair ; 56 Fellows (including 16 members of the Council), 
47 Associates (including 3 members of the Council), and 
numerous visitors—the Minutes of the Special General 
Meeting held 15th July 1907 were taken as read and signed 
as correct. 

The President announced that the Cape Institute of 
Architects had been admitted by the Council to alliance 
with the Royal Institute under By-law 77. 

The President formally presented the new Medal which 
had been generously designed for the Institute by Mr. 
George Frampton, R.A. [//.A.]: whereupon, on the motion 
of the President, a cordial vote of thanks was passed to 
Mr. Frampton by acclamation. 

The Hon. Secretary, Mr. Alexander Graham, F.S.A., 
announced the decease of the following members :— 
Thomas Turnbull (New Zealand) and William Leck 
(Johannesburg), Fellows, and Nathaniel James Stanger, 
Augustus Eldred Hughes, and Richard Lloyd Williams 
(Denbigh), Associates. 

The Hon. Secretary also announced the decease of 
George Frederick Bodley, R.A., Fellow, Royal Gold 
Medallist, and having paid a tribute of respect and 
admiration to the rare gifts and distinguished attainments 
of the late Fellow, the Hon. Secretary moved, and it was 
unanimously 

Resotvep, That a letter be sent from the Institute 
expressing the deepest sympathy of members with 
the relatives of Mr. Bodley in the loss they had 
sustained of one so highly gifted and so highly 
esteemed, and expressing at the same time their 
sincere appreciation of the many eminent services 
he had rendered to the world of art throughout a 
long and distinguished career. 

The following members attending for the first time since 
their election were formally admitted by the President 
viz.: Paul Ogden, Fellow, President of the Manchester 
Society of Architects; and John Nixon Horsfield, jun., 
Associate. 

The Secretary announced the results of the Statutory 
Examination of Candidates for Certificates of Competency 
for the Oftice of District Surveyor in London, 

The following candidates for membership, found by the 
Council to be eligible and qualified according to the 
Charter and By-laws, were nominated for election. As 
FELLOWS (51): James Pearson Alison (Hawick, N.B.); 
David Andrew, jun. (Glasgow); Charles Robert Ashbee, 
M.A. Cantab.; Henry Victor Ashley; Herbert Aspinall 
(Liverpool) ; Henry Greig Badenoch (Newcastle-on-Tyne) ; 
James Thomas Baillie (Edinburgh); Edward Boehmer ; 
John M. Bowie (Dumfries) ; James Bruce (Neweastle-on- 
Tyne); Walter Ashbridge Chambers (Bombay); Arthur 
Stansfield Dixon, M.A.Oxon (Birmingham); Alfred John 
Dunn [Pugin Student 1895, A. 1895] (Birmingham) ; 
Horace Cowley Nesham Farquharson ; Herbert Launcelot 
Fedden; Robert Joseph Haddon (Melbourne); John Hall 
(Sunderland); Richard Hall (Bangor); Ralton Gardner 
Hammond; Ewen Harper (Birmingham); Nathaniel 
William Harrison (Oxford); James Henderson (Alberta, 
Canada); James Hine (Perth, W. Australia) ; Albert 
Howell; Robert Henry Kerr; George Arthur Lansdown ; 
Alexander Colbourne Little (Hong Kong); Thomas John 
Mellon (Dublin) ; Robert Heath Mew ; Robert Cuninghame 
Murray; Herbert Luck North, B.A.Cantab. (A. 1905) 
(Llanfairfechan) ; Arthur Henry OQugh, Assoc. M.Inst.C.E. 
(A. 1892] (Hong Kong); Henry William Hetherington 
Palmer; Thomas Tolmie Paterson (Edinburgh): Frank 
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Barry Peacock (Birmingham) ; Lennox Robertson (Cardiff ) ; 
Charles Collas Robin ; Frank Hearn Shayler (Shrewsbury) ; 
Godfrey Daniel Bower Shepherd (Dundee) ; Frank Edward 
Smee; John Arthur Smith (Basingstoke, Hants) ; Charles 
F. Stevens (Bombay); Francis John Sturdy [A. 1882]; 
Herbert Lionel Thornely (Plymouth) ; Edward Finnemore 
Titley (Birmingham) ; Philip John Turner [A. 1901) (Stow- 
market); Arthur Frederick Usher; Andrew Vassallo 
(Malta); Horace Mageniss Wakley; William Charles 
Waymouth [4. 1895); George Wilson (Edinburgh). As 
ASSOCIATES (33), all the candidates having passed the 
Qualifying Examination held June-July 1907: Frederick 
Noel Bamford [Probationer 1904, Student 1904) (Auckland, 
New Zealand) ; Harold Percy Brentnall [Special Fxamina. 
tion Henry Charles Brown [Special Examination) ; 
Duncan Walter Clark [Probationer 1902, Student 1904} ; 
Charles Emerson Clouting [Probationer 1900, Student 
1903}; Frederick Edwin Collington [Probationer 1898, 
Student 1905] (Nottingham); Lawrence Stanley Crosbie 
[Probationer 1895, Student 1903); Leonard William Ed. 
monds [Probationer 1903, Student 1905); George Hartley 
Goldsmith | Probationer 1900, Student 1905) (Manchester) ; 
Alfred Hill [Probationer 1902, Student 1903] (Hudders- 
field); William David Jenkins, F.S.1. [Special Exramina- 
tion) (Llandilo, South Wales); Arthur William Kenyon 
Probationer 1901, Student 1905); George Esslemont 
Gordon Leith | Probationer 1905, Student 1906]; Perey Wells 
Lovell {| Probationer 1900, Student 1902) ; Walter Goldstraw 
Moffat [Special Examination) (Alexandria, Egypt); Spen. 
cer Harris Joseph Murch [Probationer 1900, Student 
1903); Bruce William Oliver [| Probationer 1902, Student 
1904) (Barnstaple); Harry Phibbs [Special Hxamination| 
(Shrewsbury) ; Louis Augustus Phillips [Probationer 1896, 
Student 1903) (Newport, Mon.) ; Henry Arthur Porter [/’ro- 
bationer 1900, Student 1904) ; John Clifford Procter { Pro- 
bationer 1899, Student 1903) (Benrhydding, Yorks); Archi- 
bald Hurley Robinson [Probationer 1901, Student 1903} 
(Birmingham); Edgar John Seaife [Probationer 1905, 
Student 1905) (Bolton) ; Herbert Marshall Spence [Proba- 
tioner 1902, Student 1904); William Stockdale [Probationer 
1900, Student 1903) (North Shields); Robert John Tall 
(Probationer 1900, Student 1904); Arthur Tedman [Pro- 
bationer 1898, Student 1900} (Bristol); Alfred Dennis 
Thacker [Special Examination] (Birmingham, Walsall) ; 
Bernard David Tracey “Probationer 1896, Student 1901]; 
William Whitehead [Probationer 1903, Student 1905} 
(Leeds) ; Arthur Reginald Widdowson [Probationer 1905, 
Student 1906) (Leicester) ; Leslie Wilkinson [Proba- 
tioner 1901, Student 1903]; Samuel Arthur Speare Yeo 
[Probationer 1903, Student 1904). a 

The President having delivered the OreNtnc ADDRESS 
of the Session, a vote of thanks, moved by Mr. Jolin 
Slater [F’.|, seconded by Mr. Leonard Stokes, Vice-Préti- 
dent, and supported by Professor Beresford Pite [F’.] aud 
H. Y. Lanchester [F’.], was passed by acclamation, and 
briefly responded to by the President. 

The proceedings then closed, and the meeting terminated 
at 9.45 p.m. 


Erratum.—Index to Vol. XIV. p. vii. col. 3, lines 4 and 5 
for Thomas Davison read T. Rafiles Davison as the author 
of the article * The Development of London.” 
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